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Indianapolis 


School Suit 


Ruling Issued 


By MARGARET GENTRY 
Associated Press W riter 


INDIANAPOLIS 
(AP) _ A 
federal judge held out the pos­ 
sibility Wednesday of a court- 
imposed m erger of white sub­ 
urbs and predom inantly black 
central cities as perhaps the 
most successful way of achiev­ 
ing school integration in m ajor, 
American metropolises. 
D istrict Court Judge S. Hugh 
Dillin, ruling in an Indianapolis 
school 
desegregation 
suit 
brought by the Justice D epart­ 
ment, ordered further hearings 
to explore the legal ram ifica­ 
tions of court-ordered annexa­ 
tion of white suburbs to the In­ 
dianapolis school district. 
Meanwhile, the judge ruled, 
the Indianapolis school board 
must enact stopgap m easures 
to promote “ a reasonable black- 
white ratio” without going so 
far as to speed the exodus of 
whites 
from 
the 
106,000-pupil 
school district. 
Busing of students “ shall be 
resorted 
to 
as 
required” 
to 
achieve that end, the judge or­ 
dered. 
“ This court regards the out­ 
cry 
m ade 
in 
some 
quarters 
against busing as ridiculous in 
this 
age of the autom obile,” 
the judge said in a footnote in 
the 56-page opinion. 
Students in school corpora­ 
tions adjacent to Indianapolis 
“ have been bused for years 
with never a com plaint against 
busing per se,” he declared. 
School Supt. Stanley C. C am p­ 
bell term ed the ruling a com ­ 
prehensive one with probable 
national im pact. He said the 
board “ can live with” the ac­ 
tions im m ediately required. 
Other school and governm ent 
officials withheld com m ent un­ 
til studying the ©pinion. 
In one of the few desegrega­ 
tion suits t© com©' to trial in a 
m ajor northern city, Dillin c rit­ 
icized the Indianapolis city gov­ 
ernm ent, headed by Republican 
Mayor R ichard G. Lugar, for 
failure to cooperate with the 
school board's recent and lim ­ 
ited attem pts to speed integra­ 
tion. launched after the federal 
suit was filed three years ago. 
Although saying changes in 
student and teacher assignm ent 
policies, including busing when 
necessary, 
could 
serve 
as 
a 
stopgap against further segre­ 
gation, the judge warned that 
the white flight to the suburbs 
beyond the jurisdiction of the 
city school board would thw art 
the effectiveness of long-range 
num erical plans of racial bal­ 
ance. 
The Judge criticized the state 
legislature for allowing the ex­ 
pansion of the civil city without 
an equal expansion of the school 
city. 
Suburban school system s are 
overwhelmingly white and have 
provided a haven for white city 
residents fleeing an increasing­ 
ly black central city school sys­ 
tem , he said. 
The elem entary school popu­ 
lation of Indianapolis has be­ 
come more than 37 per cent 
black and at the point of 40 per 
cent, the white flight may be 
irreversible, he said. 
In sim ilar situations in other 
m ajor cities, the judge noted, 
numerical racial balance plans 
have been imposed, perhaps de­ 
feating the purpose of integra­ 
tion in the long run. 


Two Traffic 


Violators On 


Police Report 


City 
police 
placed 
a 
local 
youth in Rush County Jail and 
cited one other on a traffic vio­ 
lation this morning and W ednes­ 
day. 
George M. Miller. 18. Route 5, 
was arrested in the 100 block 
of West Third Street at 2:15 a.m . 
today after he allegedly was 
driving in a reckless m anner as 
he turned off of Main onto First. 
Officers charged him with dis­ 
orderly conduct with a m otor 
vehicle. He was placed in Rush 
County Jail and later released 
on $200 bond. 
Courtney 
Sturgill, 
45, 
717 
North Main Street, was ticketed 
for driving on a suspended li­ 
cense Wednesday after he was 
stopped in the 200 block of West 
Seventh Street. He was instruct­ 
ed to appear in Justice of the 
Peace Court at a later date. 


Two Use Helicopter To Escape 


From Prison In Mexico City 


MEXICO CITY 
(AP) — A 
helicopter 
landed 
secretly 
in 
the patio of a Mexico City pris­ 
on Wednesday, and two prison­ 
ers escaped in it. 
The 
director of the 
prison 
said one of those wrho fled was. 
Joel D. Kaplan, a New York 
businessm an convicted in 1963 
of killing his partner in the 
American 
Sucrose 
Co., 
Louis 
Vidal, also of New York City. 


Three Youths 
Killed In Crash 
Near Greenfield 


Indiana Traffic Deaths 
962 
Aug. 19 Last Year 
913 
By The Associated Press 
Three teen-agers were killed 
Wednesday night when a car 
veered off a Hancock County 
road and struck a tree near 
Greenfield. State police identi­ 
fied the victims as Randy L. 
Shaul, 19, Wilkinson, the driver; 
David A. Lanius, 17, Livonia, 
Mich.; and John R. Ford, 18, Rt. 
1, Dunkirk. 
A 26-year-old Gary man was 
killed 
today 
when 
his 
car 
ram m ed into the side of a mov­ 
ing van in midtown Gary. 
The victim was Clarence M. 
Stacker. 
Mrs. Ruby Ware, state Demo­ 
cratic vice chairm an from 1948- 
52, died W ednesday night from 
injuries 
suffered 
Wednesday 
when her car ran into the back 
of a cab on a Kokomo street. 
Mrs. Ware, of Kokomo, was the 
widow of Harold Ware. 
Thomas 
W. 
Farley, 
19, 
of 
Speedway died Wednesday in an 
Indianapolis hospital from injur­ 
ies suffered in an Aug. 5 acci­ 
dent at U.S. 136 and High School 
Road in Speedway. 
Police said the youth was be­ 
ing chased by officers a t the* 
tim e of the accident after run­ 
ning a red light with his motor­ 
cycle. Farley attem ped to turn 
onto 
High 
School 
Road 
and 
struck an oncoming car. 


Baniszewski 
Girl Sentenced 


PERU, Ind. (AP) — Paula 
Baniszewski, 23, pleaded guilty 
today to a lesser charge of vol­ 
untary m anslaughter in the 1965 
torture •slaying of 
16-year - old 
Sylvia Likens of Indianapolis. 
She 
was 
sentenced 
to 2-21 
years in the Indiana Women’s 
Prison in Indianapolis. 
Her m other, G ertrude, 
was 
found guilty earlier this month 
of first degree m urder in the 
Likens girl’s death and she was 
to be sentenced today. 
Miss Baniszew’ski’s court-ap­ 
pointed 
attorney, 
Palm er 
K. 
Ward, 
asked 
Miami 
Circuit 
Court Judge Frank V. Dice that 
consideration be given the tim e 
the girl has spent in jail since 
being arrested in 1965. The judge 
m ade no ruling. 
Miss Baniszewski had been 
convicted of second degree m ur­ 
der and her m other of first de­ 
gree m urder in an earlier trial 
in Indianapolis. Both convictions 
were overturned by the Indiana 
Suprem e Court. 


Kaplan was serving a 30-year 
term . 


The other man who escaped 
from Santa M arta Acatitla pris­ 
on was a Venezuelan, Carlos 
Antonio Contreras Castro, pris­ 
on director Jose Luis Campos 
Burgos said. He was being held 
for fraud and forgery. 
Informed 
sources 
said 
the 
helicopter carried enough fuel 
for eight hours of flight and 
was 
believed headed for Te­ 
gucigalpa. Honduras, or som e­ 
where in Venezuela. 
Sources said the craft had 
t 
landed earlier in the day in 
Ventaprieta. 
Hidalgo 
State, 
alongside an 
automobile 
with 
Texas license plates. The pilot 
was believed to be an A m eri­ 
can, and the sources said it is 
thought 
the 
helicopter 
was 
flown 
into 
Mexico 
from 
the 
United States. 
Vidal was killed in November 
1961 and his bullet-riddled body 
was found in a crude grave off 
the road between Mexico City 
and Cuernavaca. Kaplan, who 
was also head of the South* 
western 
Sugar 
and 
Molasses 
Co., was arrested in 1962 and 
convicted in 1963. He was tran s­ 
ferred to Santa M arta prison in 
May 1969. 
Contreras 
Castro 
was 
a r­ 
rested that sam e May and en­ 
tered Santa M arta in July 1969. 
The two men were confined in 
the sam e dormitory. 


Rush County 


Pair Wins In 


Antique Show 


Russell and Florence Leisure, 
R.R. 1, Carthage, won prizes 
with displays at the Authentic 
Antique Show Preview in the 
Women’s Building, Indiana State 
F air W ednesday evening. 
Hus sell’s winnings were as fol­ 
low: F irst Place, Staffordshire 
Lion, Burm ese Vinegar Cruet, 
Cabbage Leaf Butter Dish, and 
Carnival Spoon Holder; second 
place, Silver Spoon Holder; four­ 
th place, Tooth Pick Holder, 
Cross Stitch Quilts, H air Net 
China Doll, 
Mrs. Leisure won with: first 
place, Onyx Tooth Pick Holder, 
Cross Stitch Quilt; second place, 
Carnival Cat and Mouse Tooth 
Pick Holder; third place, B avar­ 
ian Vase, Wave C rest L etter 
Holder; fourth place, Toy Doll. 


Retiree Honored 


Miss 
Marie 
Heckm an, 
who 
recently retired from the m ake­ 
up departm ent of the Republi­ 
can Co., Inc., after 43 years of 
faithful service, was honored at 
a surprise party W ednesday a f­ 
ternoon in the new spaper shop. 
Miss Heckman w'as presented 
an AM-FM digital clock radio 


from her fellow employes. From 
a refreshm ent table, centered 


with a bouquet of gladioli, fruit 


punch and home m ade cookies 
were served. 


The honored guest was accom ­ 
panied by her niece, Mrs. Larry 
Davison. 


Mother Of Injured Child 


Amends Police Report On Accident 


The Weather 


City 
police 
have 
am ended 
their report on the 
accident 
which involved a one-year-old 
child reported in this paper Mon­ 
day. The original reported the 
child was treated at Rush Me­ 
m orial Hospital, suffering a cut 
on her nose and scratches on 
her legs. 
Becky Alsman, m other of the 
girl, reported later to the police 
that the daughter, Lori, had 
been treated at Rush Memorial 
Hospital after she had walked 


No Pav Hike 
Mostly fair and mild to­ 
night; 
low 
in 
mid*60s. 
Cloudy, warm and humid 
Friday 
w ith 
chance 
of 
showers; high in upper 80s. 


Sunset today .. ......7:S3 p.m . 
Sunrise Friday .....5:58 a.m . 


LOCAL TEM PERATURES 
8 a.m . today .. ......... 
66 
1 p.m. today ----- 
84 


W ednesday, August 18, 1971 
Highest ............ 
88 
Lowest ....------------------- ..... 61 
P recip itatio n...................None 
(D ata by U.S. W eather Station) 


•v 


WASHINGTON (A P) — Over­ 


riding the Pentagon, Secretary 
of the Treasury John B. Con- 


nally said today that during the 
90-day wage-price freeze serv­ 
icemen will get no raises ex­ 
cept for promotions. 


“ No, the m ilitary are not go­ 
ing to be able to get a raise,” 
Connally said. “ This was a mis­ 
take the Pentagon put out yes­ 
terday. I don’t know by whose 
authority.” 


Receive Honorary Service Awards 


Fifty years of service with Indiana Gas 
Company were recognized Wednesday eve­ 
ning when pins were awarded to William 


Kile (5), Jack Crim (5), Glenn Colvin (20). 
and Edith Pierce (20) by Division M anager 
J. A. Tarnow' of New Castle. 


The annual sum m er picnic of 
and 
bowling 
was enjoyed 
at 


the Indiana Gas Co. employes 


and their families was held Wed­ 


nesday. 


Horseshoes, jarts and euchre 


Rushville Bowl. 
Following recreation, a chick­ 
en dinner was served at the Dur­ 
bin Hotel to 48 from the Rush­ 
ville district and seven guests 
were played at Memorial Park 
from New Castle. 


Division M anager J.A. Tarnow 
New Castle, presented 20-year 
service awards to Miss Edith 
Pierce and Glenn Colvin. Mr. 
Colvin, district superintendent, 
presented 5-year service awards 
to William Kile and Jack Crim. 


into the path of an automobile 
on West Third Street. The car 
was driven by Enid I. Bra raer, 
Muncie, who was not charged 
in the accident. 
In her report to the 'police, 
Mrs. Alsman stated that Lori 
was treated for cuts and ab ra­ 
sions and released. She stated 
she was not satisfied, and took 
the child to Henry County Hos­ 
pital, where an attending physi­ 
cian found the girl to have a 
broken leg. 
Ed Kusinski, adm inistrator at 
Rush Memorial, told this paper 
today that he is disturbed by 
these reports, and will look in­ 
to hospital records on the case. 
Mr. Kusinski reported later 
that he was in process of m ak­ 
ing this check, and it had been 
reported to him that the doctor 
makmg 
the examination 
was 
called on an em ergency, and the 
people who brought the child in 
thought the exam ination 
was 
over and left. 


Manilla School 
Enrollment 
Schedule Listed 


All parents who will have stu­ 
dents enrolled in grades K-8 are 
reminded that they may pre-en- 
roll their students for the 1971-72 
school year on August 26 and 
27, from 8-12 a.m. and 1-4 p.m., 
at the Manilla school office. 
Book rental fees may also be 
paid at this time, and they will 
be as follows: 
K indergarten— 
$3.00 per sem ester. Grades one 
through six, $5.00 per sem ester, 
grades seven and eight, $6.00 
per sem ester. Home Ec. Lab. 
Fee, $2.00 per year. 
The Organizational and Regis­ 
tration day for students in grad­ 
es 1 through 8 will be Tuesday, 
August 31. Bus transportation 
will be provided, and students 
are to report at 8:10 a.m . They 
will be dismissed at 11 o’clock. 
The first full day for Kinder­ 
garten through 8th grade will 
be 
Wednesday, 
Septem ber 1. 
Kindergarten 
parents 
are re ­ 
minded that their children will 
have class from 1:00 through 
3:15 each day, with bus tran s­ 
portation being provided only 
for the trip home in the evening. 
The Manilla School office wel­ 
comes your calls 
and visits. 
Phone Manilla 544-2244, or A r­ 
lington 663-2574. Gerald Mohr 
is principal. 
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Labor Leaders Unite To 
Oppose Wage-Price Freeze 


By NEIL GILBRIDGE 
AP Labor W riter 


WASHINGTON (AP) — Sec­ 
retary of the Treasury John B. 
Connally said today AFL-CIO 
President George Meany’s op­ 
position 
to the 90-day 
wage- 
price freeze shows “ he’s basi­ 
cally lost touch with what is 
meaningful 
to 
the 
American 
workm an.” 


The verbal jab repeated an 
administration 
criticism 
that 
already had Meany reportedly 
fuming. It cam e less than two 
hours before a White House de­ 
legation 
headed for AFL-CIO 
headquarters 
to 
meet 
labor 
leaders virtually united in oppo­ 
sition to the wage-price freeze, 
viewed 
by 
some 
as 
their 
gravest crisis in 20 years. 
Connally, appearing on NBC’s 
Today show, said it was “ sheer 
n o n s e n s e ’ ’ 
and 
“ rank 
dem agoguery” 
to 
argue, 
as 
Meany and others have, that 
President 
Nixon’s 
tax-cut 
re ­ 
quests favor business at the ex­ 
pense of the workingman. 


Connally claimed for Nixon’s 
new economic program the sup­ 
port of Am erica’s rank-and-file 
workers, and said he thought 
organized labor leaders would 
fall in line with their mem bers. 
“ I think they are going to co­ 
operate,” Connally said, “ not­ 
withstanding 
Mr. 
Meany’s 
statem ents. 1 think frankly that 
he’s not giving his workmen 
and his mem bers credit for un- 


Humid Weather 


Poses t hreat 


To Livestock 


By The Associated Press 
Heavy 
fog 
developed 
over 
m any 
parts 
of 
Indiana 
this 
morning, reducing visibility con­ 
sider ably, especially in the river 
valleys. 
The National W eather Service 
said a high pressure system 
over the Ohio Valley finally 
weakened and sunny and warm 
conditions would continue today, 
but with a chance of isolated 
thundershowers in northern In­ 
diana tonight. 
A weak cool front approach­ 
ing from Wisconsin and N ebras­ 
ka will be near enough to Indi­ 
ana to create scattered thunder­ 
showers in the northern 
and 
central parts of the state F ri­ 
day afternoon and night and 
possibly early Saturday. 
D rier and slightly cooler air 
is expected in the state over 
the weekend.. 
The 
weather 
service 
said 
w arm , humid conditions in the 
state were going to push the 
livestock weather safety index 
near or into the danger cate­ 
gory both today and Friday. 
The service recommended ap­ 
propriate 
ventilation 
for con­ 
fined anim als, particularly those 
en route to m arket. 


derstanding their problems as 
well as they do. 
“ 1 think they’re ahead of hirif 
as the 'people frequently are 
ahead of government. 1 think 
he’s basically lost touch with 
what 
is 
meaningful 
to 
the 
American workmen. They want 
a chance to work. They want a 
chance to compete. They’ll in­ 
sist on it.” 
The statem ents pointed up an 
increasingly widening rift be­ 
tween the adm inistration and 
labor. 
One 
AFL-CIO 
source 
said of Nixon’s freeze. “ It’s the 
most serious thing for us since 
the question first came up in 
World War 11 on how controls 
could legally be clamped on.” 
George Shultz, a top Nixon 
economic adviser, and Secre­ 
tary of Labor J.D. 
Hodgson 
were dispatched by Nixon to 
field the protests and questions 


Tavern Suit 


Filed, Another 


Amended 


One divorce has been filed 
in Rush Circuit Court, one suit 
filed and one suit amended. 
M argaret C. Leisure, Diana 
Warfield by next best friend 
Charles Bates, Theodore W ar­ 
field by next best friend Charles 
Bates, Deborah Sue Philpot by 
next best friend Charles Bates, 
Ruby J aggers; Ricky A. Han­ 
kins by next best friend Charles 
Bates, William Edgar Hankins, 
Michael 
Skiles 
by 
next best 
friend Charles Bates, Laura E. 
Ketchum. Judy Dyer by next 
best friend David M a Ison, have 
filed a suit for dam ages against 
Neal M arcum, doing business as 
N eal’s Tavern known also as 
Bene’s Place. 
The sam e plaintiffs have mov­ 
ed to amend a previous suit filed 
against Ebees, Inc., Betty But- 
terby. West Side Bar, William 
F. Sed nek and Kathryn I. Sed- 
nek, doing business as Bill’s 
Tavern, Mary Donovan, doing 
business as 
Bene’s 
Place, to 
include Eugenia A. Mull, doing 
business as Bene’s Place. 
Ann J. Brackett has filed for 
divorce 
against 
Donald 
A. 
Brackett. 
The Rushville National Bank 
has filed an action to foreclose 
against Frank E. Branson and 
Doris I. Branson. 


Hurley Baby’s 


Bites Todav 
m 


Troy Edwin Hurley, two-day 
old son of Glenn and Juanita 
Thomas Hurley. 133 South Cald- 
we,, died at 7:30 p.m.. Wednes­ 
day in Rush Memorial Hospital 
where he was born Monday. 
The parents survive. 
Graveside rites will be held 
in East Hill Cemetery at 4 p.m. 
today 
with 
Moster 
and Sons 
Mortuary in charge. 


f 
of union chiefs at a special 
meeting of the AFL-CIO’s 35- 
man executive council. 
Meanwhile, 
thousands 
of 
striking 
longshoremen, 
tele­ 
phone workers team sters, con­ 
struction 
workers 
and others 
continued their walkouts des­ 
pite 
Nixon's 
back-to-work re­ 
quest and federal hints of stiff 
fines if they don’t voluntarily 
return to their jobs during the 
90-day freeze. 
High 
adm inistration 
sources 
confirmed 
efforts, 
to 
mollify 
George 
Meany, 
77-year-old 
president of the AFL-CIO who 
protested the freeze and was 
reportedly 
infuriated 
at Hod­ 
gson. The labor secretary had 
said 
Meany 
appeared 
“ sadly 
out of step with the needs and 
desires of Am erica’s working 
men and women,” Hodgson’s 
comment was in a pre%s re­ 
lease 
other 
federal 
officials 
tried but failed to stop. 
“ We have to be1 conciliatory,” 
said 
one 
source 
of 
adm inis­ 
tration efforts to calm labor 
fears, win voluntary coopera­ 
tion on the wage-price freeze 
and end strikes involving 150,- 
000 workers. 
Labor contracts 
covering another 500.000 work­ 
ers are due to expire during the 
freeze 
and 
the 
governm ent 
asked unions involved not to 
start new strikes. 
“ Our lawyers are checking 
into it and will report to the ex­ 
ecutive council,” snapped one 
Continued on Page Two 


Gas Utility 


Files Revised 


Bate Schedule 


Indiana Gas Company filed re ­ 
vised rate schedules with the 
Public Service Commission of 
Indiana 
today, 
which 
include 
minor adjustm ents designed to 
track increased rates of pipe­ 
line suppliers, which have been 
filed with the Federal Power 
Commission. 
According to normal proced­ 
ures, if approved by the PSCI, 
these revised rate schedules of 
Indiana Gas would become ef­ 
fective on Septem ber 20, follow­ 
ing the plan set forth in the 
Commission’s order of Decem­ 
ber 11, 1970, which permits gas 
utilities of Indiana to adjust 
rates to reflect changes in pur­ 
chased gas rates when authori­ 
zed by the FPC. However, be­ 
cause of the price freeze estab­ 
lished by Executive Order on 
August 15, it is expected that 
the rate changes of both the 
pipeline suppliers and the Com­ 
pany will be postponed. 
These rate adjustm ents of In­ 
diana Gas would result in an 
increase of 2 cents per month 
for an average residential non­ 
space heating custom er and an 
increase of approxim ately 
13 
cents per winter month for an 
average residential space heat­ 
ing custom er. 


Nixon Signs A Moment Of History 


SPRINGFIELD, ILL.: Using the desk on 
which 
Abraham 
Lincoln 
wrote 
his 
first 
inaugural address in 1861, President Nixon 
signs a bill establishng Lincoln’s home here 
as a national historical site. At left is Illinois 


Gov. Richard Ogiivie and right is Congress­ 
man Paul Findley (I-Ill ), sponsor of the bill. 
Ceremony was held in the Old State Capitol' 
building. 
(UPI Telephoto) 
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News Items Of 


Local Interest 


LABOR - 


ENTERS HOSPITAL 
Julia Brown of Milroy is list­ 
ed as a new patient at Memor­ 
ial Hospital in Greensburg. 


ENTOMBMENT HERE 
Entombment will be in East 
Hill Shrine Mausoleum Friday 
afternoon for Mrs. Effie Chides- 
ter, 86, who died Tuesday at 
her home in Connersville. 


CRITICALLY ILL 
Mrs. Carroll Gahimer Horn- 
ung, R.R. 4, Connersville, is cri­ 
tically ill in intensive care, after 
surgery, in Indiana University 
Hospital at the Medical Center. 


ATTENDED WORKSHOP 
The names of Jennifer Smiley, 
Dawn Moran and Cinda Ellis 
were 
unintentionally 
omitted 
from identification in the picture 
of those attending the Arts and 
Crafts Workshop at Homer last 
weekend. They received honors 
along with the other partici­ 
pants. 


BOY IS INJURED 
Richard Dean Price, son of 
Mr. and Mrs. Jack Ball of 833 
North Main, received a painful 
cut on his chin Wednesday when 
he fell from his bicycle after 
hitting a bump in the sidewalk. 
The accident occurred near Fif­ 
th and Perkins. The boy was 
treated at Rush Memorial Hos­ 
pital where seven stiches were 
taken. 


Hospital News 


RUSH MEMORIAL 


ADMITTANCES 
Jesse McFarland, 821 West 
Tenth; Donna J. Duvall, New 
Castle; Mrs. Jerry Herbert, 320 
West First. 


DISMISSALS 
Richard Currier; Mrs. Glen 
Hurley; Mrs. Paul Jefferis and 
baby, Terry Ray; Mrs. Thomas 
Roberts 
and 
baby, 
Crystal 
Dawn. 


Miss Edna Hood, chairman of 
the sewing and mending for 
Rush Memorial Hospital, 
re­ 
ports the following helpers Mon­ 
day, Bemetta Wagoner, Wanda 
Huffman, Hilda Kepbart, Lena 
Hood, Clara Ponsler and Loun- 
etta Hutchinson. 


Marriage License 


Applications 


A marriage license has been 
issued 
in 
the 
Rush 
County 
Clerk’s office to Loren Curtis 
Beck, Rushville, student, and 
Carol Ann Johnson, Rushville, 
bookkeeper. 


Waste Treatment 


Orders Issued 


INDIANAPOLIS (AP) — Sev­ 
en cities and an industry were 
under Indiana Stream Pollution 
Control Board orders today to 
install advance waste treatment 
facilities. 
Anderson, 
Angola, 
Elwood, 
Franklin, 
Greenwood, 
Muncie 
and Winchester were instructed 
to install treatment facilities 
with 
deadlines 
ranging 
from 
Dec. 31, 1972, to Dec. 31, 1974. 
Bo Packing of Indiana Inc., 
North Liberty, was ordered to 
install 
adequate 
facilities 
by 
August 1973. 
Oral H. Hert, the board’s act­ 
ing 
technical 
secretary, 
said 
existing 
treatment 
facilities 
were insufficient to maintain 
water quality standards in re­ 
ceiving streams during low flow 
conditions. 
The board also scheduled en­ 
forcement hearings 
for 
May­ 
nard Metals Co., Schererville, 
and J. W. Jones Chemical Co., 
Beech Grove. 


Indiana Records 


2 Drownings 


Continued from Page One 


AFL-CIO source, indicating the 
13.6-million-member labor fed­ 
eration will try to' challenge 
Nixon’s authority in the federal 
courts. 
Labor attorneys also sought 
means to' challenge at least 
some aspects of Nixon’s wage 
freeze. 
“We will not permit abroga­ 
tion of the wage provision, the 
cost-of-living 
and 
annual im­ 
provement factor clauses of our 
agreements,*’ said the United 
Auto 
Workers, 
which 
threat­ 
ened to cancel contracts for 
some 600,000 workers in major 
tuto firms if they don’t get 
raises due them during the 
freeze. 
Harry Bridges, president of 
the 
International 
Longshore­ 
men’s and Warehousemen’s Un­ 
ion, denounced the freeze and 
refused to cal} off the 49-day- 
old strike of 15,000 dock work­ 
ers tying up- most West Coast 
shipping. 
The Auto Workers and West 
Coast Longshoremen are inde- 
p e n d e n t 
u n i o n s 
which 
f r e q u e n t l y 
quarrel 
with 
Meany’g federation of 120 un­ 
ions. But their responses in­ 
dicated a virtually united na­ 
tionwide 
labor 
front 
against 
Nixon’s freeze and no-strike re­ 
quest. 


Deaf Ministry 


Will Present 


Religious Play 


The Rush County Deaf Min­ 
istry, under the direction of 
John O. A. Nunier, now serving 
Rush, Henry, Hancock, Decatur 
and Shelby counties, will spon­ 
sor a religious play production, 
“The Prodigal Son.” 
This is a story from the Bible, 
taken from Luke 5:11-32. The 
wording from the Bible will be 
changed into interpreting lang­ 
uage. 
The Wednesday evening class 
of beginner interpreters for the 
deaf, which now meets at the 
First Baptist Church of Greens­ 
burg, will host this production. 
The class will do all speaking 
parts in “Sign Language” for 
the deaf who attend, The signs 
will be interpreted by Mr. Nun­ 
ier for those in attendance who 
are not deaf. 
The production will take place 
at the First Baptist Church, lo­ 
cated on West North Street, in 
Greensburg; on September 5. 
The play will start promptly at 
7:30 p.m. The public is invited, 
and are reminded that there will 
be no admission charge. 
For more information contact 
Rush Co. Deaf Ministry, P.O. 
Box 128 Rushville, 46173. 


Jay Silverheels 


Is Just That 


LOS ANGELES (AP) — The 
actor 
who 
played 
the 
Lone 
Ranger’s sidekick Tonto for al­ 
most a decade on television is 
now Jay Silverheels—officially. 
Superior Court Commissioner 
Harold Boisvert agreed Monday 
to let the actor change his 
name from Harold J. Smith aft­ 
er he said Jay Silverheels is his 
true tribal name. 
The actor, 59, a Mohawk born 
in Ontario, Canada, at the Six 
Nations Reserve, said the Ca­ 
nadian government had insisted 
that he list a nontribal name 
when 
he 
emigrated 
to 
the 
United States. 
Silverheels, who runs the In­ 
dian Actors Workshop in Holly­ 
wood, is a proponent of Indian 
cultural identity. 


Officer Killed 


In Fracas With 


Black Militantg 


JACKSON, Miss. (AP) —Po­ 
lice Detective Lt. William L. 
Skinner died today of a head 
wound received in a shootout 
with a black militant group. 


Skinner, 36-year-old father of 
three and top intelligence offi­ 
cer on the Jackson police force, 
and two other officers were 
wounded Wednesday in a 20- 
minute gun battle at the head­ 
quarters of the black separatist 
Republic of New Africa. 
Seven persons who fled from 
the headquarters after the gun­ 
fire and tear gas fusillade were 
arrested and charged with as­ 
sault with intent to commit 
murder but Dist. Atty. Jack 
Travis said the charge would 
be changed to murder if Skin­ 
ner died. None of the five men 
and two women was injured. 
Police also arrested four oth­ 
er 
persons, 
including 
RNA 
President Imari Obadele, at an­ 
other 
home 
Wednesday 
and 
eharged with possessing guns 
stolen in Detroit. 
The shooting incident came 
as 
police 
and 
FBI 
agents 
searched for Jerry R. Steiner, 
20, of Detroit, wanted in Mich­ 
igan on a murder charge, and 
three men wanted on lesser 
charges. 


U.S. Warships 
Fire Into DMZ 


SAIGON (AP) - The U.S. 7th 
Fleet has fired its big guns into 
the southern half of the demi­ 
litarized 
zone, 
joining Amer­ 
ica’s B52 bombers in the cam­ 
paign to slow a North Vietnam­ 
ese offensive that rolled into its 
second week today. 
The 
announcement 
of 
the 
bombardment today was the 
U.S. Command’s first public ac­ 
knowledgment 
that 
American 
warships 
are 
shelling 
North 
Vietnamese 
positions 
in 
the 
southern half of the six-mile- 
wide buffer zone between the 
two Vietnams. 
The naval task force in the 
Tonkin 
Gulf 
is 
led by 
the 
guided missile destroyer Ber­ 
keley, which has been bomb­ 
arding enemy rocket and mor­ 
tar positions in the southern 
DMZ for the past six days, lt 
was learned. 
The Berkeley on Wednesday 
attacked 
batteries 
that were 
firing into South Vietnam, field 
reports said, and silenced sev­ 
eral of them. The ship’s shells 
also 
set 
off 
fires 
and 
ex­ 
plosions. 


Ex-Monkee 


Sues Managers 


LOS ANGELES (AP) — Da­ 
vid Jones, ex-member of the 
Monkees 
singing 
group, 
has 
filed a $2 million damage suit 
against 
his 
former 
business 
managers, a spokesman says. 
'The' suit alleges 'that more 
than $3 million was improperly 
handled between Sept. 22, 1967, 
and Jan. 9, 1969, the spokesman 
said Wednesday. 
Defendants 
are 
Lawrence 
Spector and Lawrence Spector 
Associates, formerly of Beverly 
Hills, the spokesman said. 
Jones’ personal manager and 
attorney, 
Ivan 
M. 
Hoffman, 
filed the suit in Superior Court 
Monday 
demanding 
general 
and punitive damages of $1 mil­ 
lion from each, the spokesman 
said. 


Bank Robbed 
In Indianapolis 


INDIANAPOLIS (AP) - A 
gunman who gave up on an at­ 
tempt to have the vault opened 
escaped with S3,894 from a sav­ 
ing 
and 
loan 
association 
branch Wednesday, police said. 
The thief, described as white, 
30-35 , 5-feet-8 and slender, held 
three 
employes 
at 
gunpoint 
nearly 15 minutes in the Union 
Federal office. 
Teller Harriet 
Morgan, 
29, 
said the man stepped to her 
window, pulled out a black re­ 
volver and said, “This is a hold­ 
up lady. Step back and fill up 
the bag.” 
Manager Harriet Allen said 
the gunman after taking cash 
from 'three tellers’ cages tried 
to force her to open the vault 
but finally abandoned the effort 
when a customer came in to 
cash a $50 travelers’ check. 
When told by Mrs. Allen they 
were waiting for money from a 
bank the customer said 
she 
would wait. 
Police believe the man fled in 
a red station wagon seen parked 
with the motor running in the 
saving firm’s parking lot. 


Poisoned Eggs 
Put On Market 


WASHINGTON 
(AP) 
— 
A 
month after discovering a per­ 
sistent poison was leaking into 
fish meal destined for chicken, 
pig and catfish feed, the gov­ 
ernment has acknowledged an 
unknown 
quantity 
of 
con­ 
taminated eggs has been eaten 
by consumers. 
Food 
and 
Drug 
Adminis­ 
tration spokesmen say the level 
at which the eggs were con­ 
taminated 
by 
the 
DDT-like 
chemical — although illegal — 
is so low there is no health haz­ 
ard. Ralph Nader says it is a 
hazard. 
“The FDA judges the current 
problem with eggs to be one of 
undesirable 
food 
adulteration 
not associated with any health 
hazard,” said an FDA spokes­ 
man 
Wednesday. 
Earlier, 
a 
Washington egg distributor said 
he had no idea 5,000 dozen eggs 
he received were contaminated 
and the eggs slipped through 
the agency’s enforcement net a 
week and a half ago. 
The FDA said hotels, restau­ 
rants and grocery stores al­ 
ready had received the eggs by 
the time lab tests were com­ 
pleted. 


Receives Vigil Honor 


Boy Scouts of America 


I BfflBIHf 
•f 


Invitations have been receiv­ 
ed here of the graduation ex­ 
ercises, August 20, at Carson- 
New man College, at Jefferson 
City, 
Tennessee, 
when 
Mrs. 
Clarence Karstens will receive 
her teaching degree. 
Mrs. Karstens, a former re­ 
sident here, majored in Spanish, 
She is living with her family 
at 17 Marlboro Avenue, Chatta­ 
nooga, Tenn. 3741. 


3 Persons Fined 


KNIGHTSTOWN, Ind. —Three 
residents of the Carthage com­ 
munity were recently fined in 
Town Court here. Among those 
fined were Ronald Weidner, is­ 
suing bad checks, $49; Brenda 
Alice, two charges of issuing 
bad checks. $25 each, and Wil­ 
liam 
E. 
Wiseman, 
speeding, 
$27.25. 


By The Associated Press 


An Auburn teen-ager and a 
hie ago tot drowned in Indiana 
kes Wednesday. 
Gregory Wisner, 18, Auburn, 
epped into a deep hole wThile 
ading in a private lake near 
ort Wayne. 
Michael D. Wolny, 15 months, 
m of Mr. and Mrs. Dennis Wol- 
y of Chicago, fell from a pon­ 
ton into Bass Lake near Knox. 
Furaerous attempts by the boy’s 
ither to find him were futile, 
ire department divers recov- 
red the body 3Vi hours after 
ae accident. 
- 


Curtis Brothers 


WILL BE CLOSED 


Friday, 9:30 to 11:00 A.M. 


For The Funeral Of 


Robert (Dusty) Miller 


RICK DAWSON 


Rick Dawson, son of John E. 
Dawson, 812 West First Street, 
was one of those becoming a 
Vigil Honor member of the Or­ 
der of the Arrow Boy Scouts of 
America, 
in 
ceremonies 
last 
weekend. 
Rick is a registered member 
of Explorer Post 38. and has 
been a member of the Bear 
Creek Camp staff the past two 
years; and in the Order of the 
Arrow has served this year as 
Dance Team head chief, and the 
year prior as Ceremonies chair­ 
man. This Saturday he will be 
running for Lodge Chief of the 
Order of the Arrow and Sunday 
will leave (or the National Order 
of the Arrow Conference, where 
he is on the staff. 
Elmer Bostic, Richmond, also 
brcame a Vigil Honor member 
of the Order of the Arrow'. It 
is a mark of distinction and re­ 
cognition reserved 
for Scout, 
Explorer and Scouter members 
of the Order of the Arrow. It 
is a recognition of outstanding 
leadership in service. 
Jeff Out 


Of Series 


Markets 


HEIN OLD STOCKYARDS 


WEST ON ST. RD. 44 


210 to 230 lbs. ... 
.........$19.25 


INDIANAPOLIS 
(AP) 
— 
(USDA) — Indiana hog market 
today in 70 yards and plants, 
excluding Indianapolis: 
Estimated 
receipts 
9,000; 
week ago 12,800; year ago 11,- 
600; week to date 51,400; last 
week 54,000; last year 53,400. 
B a n w s and gilts, demand 
fair; prices weak to instances 
25 lower; 1-2 210-230 lb 19.00- 
19.50; a few to 19.65; 1-3 200- 
240 lb 18.50-19.25; 2-3 230-250 lb 
18.25-19.00; sows steady to in­ 
stances 
25 lower; 
300-350 lb 
14.75-16.25. 


INDIANAPOLIS 
(AP) 
— 
(USDA) —Hogs 2,600; barrows 
and gilts mostly steady ; trading 
rather slow; 1-2 210-240 lb 19.75- 
20.00; 1-3 210-250 lb 19.50-20.00; 
1-3 190-210 lb 18.75-19.75; 1-3 170- 
190 lb 17.00-19.00 ; 2-4 240-290 lb 
19.00-19.50; few 3-4 290 - 325 lb 
18.00-19.00; sows steady to 25 
lower; 1-3 320-600 lb 16.50-17.25; 
2-3 300-600 lb 16.25-16.50. 
Cattle 200; calves 5; all rep­ 
resentative 
classes 
steady; 
slaughter steers, few lots high 
choice 1,000-1,025' lb 34.65-35.00; 
load choice 970 lb 34.25; mixed 
good and choice 32.00 - 33.50; 
cows utility and commercial 20.- 
50-22.50; high dressing utility 22.- 
50-23.00; cutter 19.50-21.50; can- 
ner 18.00-19.50; bulls, utility and 
commercial 24.00-27.50; vealers, 
few good and choice 34.00-39.00. 
Sheep 50; not enough to test 
market; spring slaughter lambs, 
few choice and prime 26.00-27.50; 
ewes, utility and good 6.50-7.50. 


NEW YORK (AP) — Stock 
market prices were modestly 
lower today after reducing an 
earlier loss. 
The Dow Jones average at 
noon was off 2.85 at 883.32. Ear­ 


lier it bad been down nearly 6 
points. 
Declines 
outnumbered 
ad­ 
vanced by 7 to 4 on the New 
York Stock Exchange. 
Analysts said some of the 
profit-taking pressure of earlier 
in the session had begun to ab­ 
ate. Trading has slowed consid­ 
erably from earlier-week levels 
as 
investors began taking a 
closer look from the sidelines 


at the full implications of Presi­ 
dent Nixon’s economic propos­ 
als. 
Steels, motors, rubber issues, 
aircrafts, electronics and oils 
generally were lower. Mail or­ 
der-retail, utilities and airlines 
were up and rails, metals and 
chemicals were mixed. 
A block of 143,500 shares of 
Southern 
California 
Edison 
changed hands at 2914 off %, 


Many Thanks 


To everyone who sent cards, flowers 


and any other acts of kindness during 


my stay at Methodist Hospital. 


Jean Lemen 


PUBLIC SALE 


Having sold my home, I will offer the following household 
goods for sale at 626 West 7th St., Rushville, Indiana on 
Saturday, August 21,1971 


1:00 P.M. 


2-pc. living room suite, 2 swivel chairs, 2 end tables and 
matching coffee table, 2 table lamps, Philco 21" black and 
white TV, straight chair, 3-pc. bedroom suite, box springs 
and mattress, bed and box springs and mattress, GE tank- 
type sweeper, upright Hoover sweeper, dining table, 6 chairs 
and buffet, end table, telephone stand and chair, Coldspot 
frost-free 13 cu. ft. refrigerator, apt.-size Whirlpool refrig­ 
erator, dinette and 4 chairs, automatic toaster, step stool, 5 
aluminum step ladder, Westinghouse electric roaster, table 
and 2 chairs, flower pedestal, pictures, dishes, kitchen uten­ 
sils, misc. items. 
Sylvia Burton 


Not Responsible In Case Of Accident 
Alonzo Jacobs, Auctioneer 
Don & Kathleen Renegar, Clerks 
Auctioneer’s Note: The above items are in excellent condi­ 
tion. 


Little Want Ads Sell Big Items! 


GARY, Ind. (AP) 
— Wies­ 
baden, 
Germany, and Jeffer­ 
sonville, Ind., were eliminated 
Tuesday from the Senior Little 
League baseball world series in 
Gary. 
Canada pounded the German 
team 14-3, scoring five runs in 
both the first and second in­ 
nings. Mexico edged Jefferson­ 
ville 2-1 as Jose Garcia hurled 
a 
two-hitter, striking out 
13 
Hoosiers. 
LaHabra. Calif., beat Rich­ 
mond, Va., 5-2 and Pequannock 
Township, N.J., stopped West 
Madison, Wis., 4-3. 
In 
today’s 
pairings 
Puerto 
Rico played Mexico, Virginia 
met Canada. California took on 
New Jersey and the winner of 
the first match will go against 
Wisconsin tonight. 


DISCOUNT 
DEPARTMENT STORE 
CONNERSVILLE 
State Road No. 1 
SHELBYVILLE 
State Road 44 


Open Daily 10 A.M. In 10 P.M. 
Sunday 11 A.M. to 7 P.M. 


NOTICE TO TAXPAYERS OF TAX LEVIES 
In the matter of determining the tax rate# for certain purpoaea by Richland Townahip, before the Township 
Advlaorv Boa.nl, Rutó County. Indian*,. 
^ 
Notice is hereby given the taxpayers of Richland Townahip. Rutó County, Indiana, that the proper officer* of 
said townahip, at their regular meeting place, on the 31 at day of August, 1971, will consider the following bud­ 
get: 
TOWNSHIP BUDQ2T CLASSIFICATION 
TOWNSHIP POOR RELIEF FUND 
A. Administration 
.............. 
...$1,423 00 
2. Other Operating Expenses ------------------- I 300 00 
._ 275.00 
B. Direct Relief 
„. 200.00 
1. Medical, Hospital and Burial ----- ----------- 
500 00 
200 00 
2. Other Direct Relief 
1,000.00' 
540.00 
3. Total Direct Relief ..........................— ..........$1,500.00 
42 638 00 
Total Township Poor Relief Fund _____ _M ,700.00 


TOWNSHIP FUND 
Pay of Trustee, Rent. Clerical and Travtl 
Expenses ______________________ __ 
Books. Stationery. Printing and Advertising 
C&re of Cemeteries -----...--------------------- - 
Fire Protection 


- 
dp 
Total Township Fund — 


ESTIMATE OF FUNDS TO BE RAISED 
FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 


1. Total Budget Estimate for incoming year, Jan. 1 to Dec. 31, 1972. inclusive .......... 
2. Necessary Expenditures, July 1 to Dec. 31. present year, to be made from appropri­ 
ations unexpended —-------..------------- 
— 
5. Total Funds Required 
WUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
* 6. Actual Balance, June 30th of present year 
------------------------------------------------ 
7. Taxes to be collected, present year ---------- --------------------------— 
— ■—rr- 
8. Miscellaneous Revenue' to be received, July 1 of present year to Dec.. 31 of incoming 
year 
a. Special Taxes __________ ___— 
.♦--------- 
*———— — 


10 NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC 31st OF IN­ 
COMING YEAR ----------------------------------------------------------------------------------------------- 
11. Operating Balance — 
------------=— 
------------------------------------------------------------ 
12. AMOUNT TO BE RAISED BY TAX LEVY---------------------------------------------------------- 


Township 
Fund 
$2,638 00 


1,500.00 
$4,738 00 


2,225.00 
1,132,00 


.... 
150.00 
....$3,507.00 


$ «31.00 
.... 1.300.00 
$1,931:00 


Net Taxable property 
PROPOSED LEVIES' 
......$2,484,335 00 


FUNDS 
Township ------- 
Total — 


FUNDS 


Levy on 
Property 


I 
. 0 8 ' 
$ .08 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Township - 
Total 


Collected 
1.908' 
$3.034 j00 
$3,034.00' 


Collected 
1.909 
$2.59500 
$2,595'., 00 


Collected 
1970 
$2,335 00 
$2,335 00 


Amt, to 
Be Raised 
$1,931.00 
$1,931.00 


TO' Be 
Collected 
1971 
$2,101.00 
$2,101.00 
Taxpayers appearing shall have a right to be heard thereon After the tax levies have been determined and pre- 
sen tod to' the county auditor not later than two days prior to the second Monday In September, and the levy fixed 
by the county tax adjustment board, or on their failure so to do. by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal, to the state board of tax 'Commissioners for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the tenth day after publication by the county auditor of tax ratea charged, whichever date is later, and the 
state board of tax commissioner» will fix a date for hearing in this county. 
EVELYN WEIR, Trustee 
Rep.: August 12-19 
Tele.: August 13-20 
RICHLAND TOWNSHIP 
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20-Year-Old Leads Reds Past Gibson, Cards 


By KEN RAPPOPORT 
Associated Press Sports Writer 
Two years ago Don Gullett 
was in high school. Now he’s at 
the head of the class in the ma­ 
jor leagues, giving pitching les­ 
sons to fellows like Bob Gibson. 
“It’s some satisfaction beat­ 
ing Gibson,’’ said Gullett, the 
Cincinnati Reds’ 
20-year-old 
phenom who outdueled the St. 
Lo u i s Cardinals ace 5-0 
Wednesday night. 
Gullett’s marks continue to 
be all the more impressive, 
since he wasn’t even in profes­ 
sional baseball in 1969 and was 
used sparingly in relief in 1970. 
'The hard-throwing southpaw 
has a fine 144 won-lost record, 
tops on the Cincinnati staff and 
one of the best winning per­ 
centages in baseball. And in his 
National Muzzle 
Loading Event 
To Be August 31 
FRIENDSHIP Ind. (Spl.)— 
This village located along Lau- 
ghery Creek and State Road 62 
in Southeastern Indiana’s his­ 
toric Hoosier Hills area will 
again be host to the National 
Muzzle Loading Rifle Associa­ 
tions Championship Matches. 
Early American muzzle load­ 
ing shotguns, pistols, rifles and 
muskets will be used in com­ 
petitive shooting events on the 
364 acre Walter Cline Range, 
home of the Association. 
Members from over the Unit­ 
ed States and Canada will part­ 
icipate in this colorful annual 
event starting August 31 and 
ending September 6. 
Visitors will enjoy watching 
the shooting of early firearms 
like their great-grandfathers 
used and seeing the many dis­ 
plays of antiques, Americana, 
crafts and muzzle loading shoot­ 
ing supplies in the booths on 
com mercal row. 


League Standings 
NATIONAL LEAGUE* 


Pittsburgh 
Chicago 
St. Louis 
New York 
Philadelphia 
Montreal West 
S Francisco 
Los Angeles 
Atlanta 
Houston 
Cincinnati 
San Diego 


East 
W L 
73 51 
66 55 
67 57 
60 61 
53 69 
50 71 
Division 
74 51 
66 58 
65 62 
61 62 
60 65 
46 79 


Pet. GB 
.589 — 
.545 5Vk 
.540 6 
.496 llVk 
.434 19 
.413 21Vi 
.592 — 
.532 7Vi 
.512 10 
.496 12 
.480 14 
.368 28 
AMERICAN LEAGUE 
EastW. L. Pet. G.R. 
74 
44 .627 — 
66 
57 .537 10Vi 
65 
57 .533 11 
63 
61 .508 14 
51 
70 .421 24Vi 
49 
74 .398 27Vi 
Division 
78 
44 .639 — 
63 
58 .521 14Vi 
60 
63 .488 18Vi 
57 
68 .456 22Vi 
55 
66 .455 22Vi 
51 
70 .421 26Vi 


Baltimore 
Boston 
Detroit 
New York 
Washington 
ClevelandWest 
Oakland 
Kansas City 
Chicago 
California 
Minnesota 
Milwaukee 
AMERICAN ASSOCIATION 
Eastern Division 
Indianapolis 75 4fl 
.605 — 
Iowa 
65 60 
.520 10VÍ 
Omaha 
60 65 
.480 15Vi 
Evansville 
55 69 
.444 20 
_ Western Division 
Denver 
65 57 
.533 8 
Okla. City 
61 62 
.496 4Vi 
Tulsa 
57 65 
.467 8 
Wichita 
57 68 
.456 9 
Yesterday’s Results 
NATIONAL LEAGUE 
San Francisco 7, Philadelphia 
0 Cincinnati 5, St. Louis 0 
Chicago 7, Atlanta 2 
Pittsburgh 3, Houston 2 
Montreal 4, San Diego 3 
New York 3, Los Angeles 2, 
10 innings 
AMERICAN LEAGUE 
Boston 4, California 3 
Washington 10, Oakland 3 
New York 3, Kansas City 1 
Chicago 4, Detroit 2 
Baltimore 6, Milwaukee 4 
Minnesota 4, Cleveland 2 
AMERICAN ASSOCIATION 
Tulsa 2, Wichita 1 
Denver 9, Oklahoma City 7 
Omaha 11, Iowa 5 
Indianapolis 4,* Evansville 0 
Today’s Games 
NATIONAL LEAGUE 
Pittsburgh (Johnson 7-8) at 
Cincinnati 
(McGlothlin 
6-9), 
night 
Only game scheduled. 
AMERICAN LEAGUE 
Oakland (Hunter 15-10) at 
Baltimore (Dobson 15-6) 
Only game scheduled 
AMERICAN ASSOCIATION 
Wichita at Tulsa 
Denver at Oklahoma City 
Omaha at Iowa 
indianaoolis at Evansville 


last start against the Chicago 
Cubs, he reached the height of 
his young career with a one-hit 
performance in eight innings. 
The Pirates trimmed the 
Houston Astros 3-2; the Cubs 
walloped the Atlanta Braves 7- 
2; the New* York Mets turned 
back the Los Angeles Dodgers 
3-2 in 10 innings; the Montreal 
Expos whipped the San Diego 
Padres 4-3 and the San Fran­ 
cisco Giants hammered the 
Philadelphia Phillies 7-0 in the 
other National League games. 
American 
League 
scores: 
Boston 4, California 3; New 
York 3, Kansas City 1; Min­ 
nesota 4, Cleveland 2; Balti­ 
more 6, Milwaukee 4; Chicago 
4, Detroit 2 and Washington 10, 
Oakland 3. 
A funny thing happened to 
Gullett on the way to his shut­ 
out. He got fined a dollar for 
failing to sacrifice a runner in 
the sixth inning. 
“How about that,” exclaimed 
Gullett, “you beat Gibson and 
you have to pay for it.” 
Actually, Gullett’s misfired 
sacrifice, didn’t hurt too much. 
He got all the offensive help he 
needed from Berate Carbo’s 
home run in the third .inning 
and a four-run rally in the fifth 
capped by George Foster’s two- 
run triple. 
Gullett’s record has overtones 
of a possible 20-game victory 
season. But the youngster isn’t 
thinking about it, he says. 
Milt May, who hit a home 
run to give Pittsburgh a tem­ 


porary 1-0 lead in the fourth in­ 
ning, delivered a tie-breaking 
single with the bases loaded in 
'the last of the ninth. 
Johnny Callison smashed a 
grand slam home run in the 
eighth inning to key a five-run 
explosion for Chicago and keep 
the Cubs within 5Vi games of 
the front-running Pirates in the 
National League East 
The blast made a winner of 
Milt Pappas, making his first 
appearance against his former 
Atlanta mates since being sold 
to Chicago last year. 
Ken Singleton drove home the 
winning run with a single in the 
10th inning, pacing the New 
York triumph over sliding Los 
Angeles, which dropped 7V5 
games behind San Francisco’s 
West leaders. Singleton’s game- 
winner followed a double by 
Tommie Agee. 
P i n e h-hitter Coco Laboy 
brought Montreal from behind 
with a two-run single in the 
seventh inning. 
A single by John Bateman, a 
walk to Ron Fairly and a sacri­ 
fice bunt by Ron Brand set up 
Laboy’s single that rubbed out 
a 3-2 deficit and helped Carl 
Morton curb a personal, four- 
game losing streak. 
Southpaw John Cumberland 
pitched a five-hitter and bat- 
terymate Dick Dietz ripped a 
homer, carrying hot San Fran­ 
cisco over Philadelphia. It was 
the Giants’ fifth straight victo­ 
ry. 
Pro Football Lineman Vows 
He Will Beat Ailment 
By ALEX SACHARE 
Associated Press Sports Writer 
Jim Vellone has met some 
tough opponents in his five sea­ 
sons as a starting guard on the 
Minnesota Vikings’ fine offen­ 
sive line—but one of the defen­ 
sive tackles he battled is more 
of a threat then the opponent 
he now faces. 
Vellone, 27, won’t be doing 
his battling on the football 
field, at least not this year. Vel­ 
lone has Hodgkin’s disease, a 
form of cancer, and underwent 
surgery Wednesday for remov­ 
al of his spleen at the UCLA 
Medical Center Hospital in Los 
Angeles. 
Though ailing physically, Vel- 
lone’s spirit has not been damp­ 
ened. “I’m going to lick it,” he 
vowed. 
“It is cancer in a form, and 
it scares you, no question,” the 
former USC gridder said. But 
you’ve got to look at it opti­ 
mistically ... it has one of the 
highest cure rates of any form 
of cancer. 
“It’s just like a football 
game,” the 6-foot-2V6, 250- 
pounder added. “You got to go 
on, even if you have made a 
mistake. You can’t look back. 
You have got to go on.” 
The first trace of Vellone’s 
ailment came when he reported 
to the Vikings’ camp July 20. 


Something turned up in his pre- 
season physical examination 
which prompted doctors to per­ 
form further tests, last week in 
St. Paul. That was when it was 
diagnosed as Hodgkin’s disease. 
Fullback Jim Grabowski of 
Green Bay, hampered the past 
two seasons by injuries, was 
placed on waivers Wednesday 
by Coach Dan Devine. 
Grabowski, a five-year veter­ 
an from Illinois w'here he broke 
•11 of Red Grange’s rushing 
records, was one-half of the 
Packers' “gold-dust twins.” He 
and Donny Anderson reportedly 
received better than $1 million 
to sign with the Packers in 1966 
during the bonus war between 
the AFL and NFL. 
Grabowski, after leading the 
club with 467 rushing yardi in 
1967. has been slowed by in­ 
juries the past two seasons. 
Green Bay also asked wai­ 
vers on wide receiver Jack 
Clancy, a starter for much of 
last season. Clancy, a four-year 
pro from Michigan, came to the 
Packers last season in return 
for tight end Marv Fleming. 
Another veteran wide receiv­ 
er 
Wendell 
Tucker, 
was 
dropped by Dallas but quickly 
signed with Denver. Tucker 
played four seasons with the 
Los Angeles Rams. 
Supremacy Showdown Battle 
Expected At River Downs Saturday 
CINCINNATI, Ohio (Spl.) — will carry the top weight, 125 
showdown battle for supre- pounds, in the Kellogg, conced- 
A showdown battle for supre­ 
macy among Ohio-foaled two- 
year-olds is scheduled with Sat­ 
urday’s fifth renewal of the 
$15,000 added Kellogg Stakes 
at River Downs. The Kellogg, 
to be contested under allowance 
conditions, attracted thirteen 
nominees for the six furlong 
battle. 
Two of those named for the 
Kellogg have dominated the 
Ohio-bred series. Central Paris, 
owned by A.F. Polk, and John 
A. Logan’s Merry Native have 
split the four events on the cal­ 
ender; Central Paris winning 
the Loyalty Stakes at Cleveland 
on Juhe 26th and the July 3rd 
running of the Ohioan Stakes 
at River Downs, with Merry Na­ 
tive, second to Central Paris in. 
those two sprints, victorious in 
the Thistledown running of the 
Aspirant Stakes on July 31st 
after edging Central and Dog­ 
gie’s Son in the July 24th run­ 
ning of The Little Miami Stakes 
at River Downs. 
Weight, the great equalizer 
among thoroughbreds, should 
be a real factor in the Kellogg. 
Following Central Paris’ victory 
in the Ohioan, trainer Jim Mor­ 
gan commented on the imposts. 
“We will give Central Paris 
a breather for a race or two 
and let some of the opposition 
pick up the extra pounds. WTe 
sould like to meet them on a 
more equal basis later in the 
season,” said the Dayton, Ohio 
conditioner. 
Under the allowance condi­ 
tions, Merry Native, because of 
his stakes scores, is the only 
other accredited Ohio foal in the 
field to merit the three pound 
penalty. He and Central Paris 


pounds, in the Kellogg, conced­ 
ing from nine to twenty pounds 
to the eleven arrayed against 
them. 
Another important factor in 
the Saturday stake will be the 
added distance. For the first 
time in the series the field will 
race over six furlongs, a sixth 
of a mile farther than the nomi­ 
nees have been asked to travel 
this season. 
Hillcrest Farm is Akai San, 
coupled with Central Paris in 
the wagering, will give trainer 
Jim Morgan an even stronger 
hand for the Kellogg. Akai San, 
third in the recent Aspirant 
Stakes, was an impressive five- 
length winner at Thistledown on 
August 12th. A Tuesday starter 
at the Cleveland track, Akai 
San will carry a minimum of 
113 pounds in the Kellogg. Mor­ 
gan also nominated Risquer for 
the Kellogg. Risquer, late to 
develop, will tote 110 in Satur­ 
day’s feature. 
J.B. Roach’s Just A Grand, 
another of the dominate Grand 
Central offspring, fourth in the 
Aspirant, was a three-length 
winner in Cleveland on August 
6th. He, too, will carry a 113 
pound package in the Kellogg. 
One of the three distaffers 
among the nominees, Two Hel­ 
en’s could prove a factor. The 
lightly-made daughter of Melan- 
ion, bred by owners Joe Graue 
and Harry Schaleman, has been 
plauged with tender shins, caus­ 
ing trainer Bill Danner to ease 
up on her training schedule at 
very inappropriate times dur­ 
ing the campaign. She proved 
her running ability early in the 
season, but has been on the 
shelf for more than a month. 


Defense Question Mark For Buffalo Bills 


Winds Up With Haymaker 
San Diego Padres catcher Bob Barton winds up to throw 
haymaker at jaw of Ron Hunt, 33, Montreal Expos infielder 
during battle Tuesday night which was touched off by Hunt 
being hit by two pitches. 
(UPI Telephoto) 
Villano va 
Denied 2nd 
Place In iVCAA 
SAN FRANCISCO (AP) — 
Villanova University, cited for 
using Howard Porter while in­ 
eligible, has been formally de­ 
nied second place in the 1971 
National Collegiate Athletic As­ 
sociation 
basketball 
tourna­ 
ment. 
The school must return its 
trophy and cannot receive $72,- 
347, its share in receipts from 
th e n a t i o n a l tournament, 
Charles Neinas, NCAA assis­ 
tant executive director, said 
Wednesday. 
Neinas said the NCAA Execu­ 
tive Committee meeting here 
this week was consulting legal 
counsel on the possibility of fur­ 
ther action. He would not say 
against whom the action may 
be directed. 
“We feel Villanova did as 
good a job as they could to in­ 
vestigate when the evidence 
came to light,” he said. 
The Porter case “highlights 
the problem of colleges having 
their season disrupted by pro 
contracts.” 
Neinas said Porter violated 
NCAA eligibility rules when he 
signed a professional contract 
in December 1970. before the 
end of the season and the post­ 
season tournament. 
He said the request for Villa* 
nova’s share of the receipts 
was purely formal because the 
university admitted on June 16 
thaf it was not entitled to the 
money and had not received it. 
The money will be1 used to pro­ 
mote NCAA football activities, 
Neinas said. 
Royal 
Lig< 
Is Offer 
,igon No-(!ut 
Contract 
LOUISVILLE, Ky. (AP) — 
Jim “Goose” Ligan, who played 
last season with Kentucky in 
the American Basketball Asso­ 
ciation, reportedly has been of­ 
fered a two-year, $40,000 no cut 
contract by the NBA Cincinnati 
Royals. 
Ligon, from Kokomo, Ind., 
has not signed yet for this sea­ 
son. The Louisville Times 
Wednesday 
quoted 
Ligon’s 
agent as saying Ligon would 
play out his option this year if 
negotiations fail with the Colo­ 
nels, making him eligible to 
join Cincinnati for the 1972-73 
season. 
The 6-foot-7 forward has been 
a starter for Kentucky each of 
the Colonels’ first four seasons. 
Teammates Louie Dampier, 
from Southport, Ind., anti Darel 
Carrier, also have not signed 
yet. Dampier said he has been 
contacted indirectly by NBA 
clubs. Carrier declined to com­ 
ment. 


1st Invitational 
Golf Tourney 
Held Here 
The first Rushville Elks’ 
Country Club Invitational Tour­ 
ney was held Wednesday with a 
turnout of 72 golfers. 
Bud J aggers, who had the lo­ 
cal low net with a 60, scored 
a gross of 72 the lowest ever 
for him at the local course. He 
has been playing the sport for 
four years, and had a 34 on the 
outgoing nine also a low for him. 
Bob Earnest had a 63 for sec­ 
ond place in the local low net 
and a three way tie for third 
place resulted at 65 by Elmer 
Kelso, Denton Tressler, and 
Arthur Montogomery. 
Gene Evans and Bill Hartzler 
teamed up to record the best 
ball of a twosome at 67 and 
John Hartzler and Bill Hartzler 
were second with a 69. 
Evans had a gross score of 
72 and therefore a five under 
par for his last three rounds. 
Franklin MeIIwain scored an 
eagle on the sixth hole and used 
a six iron for his second shot 
to drop in the hole. 
The local low gross was a tie 
between Bud Jaggers and Gene 
Evans at 72 and Elmer Kelso 
had a 74 for second with Glen 
Wisler and Bill Hartzler each 
having 75s. 
The guest low gross was re­ 
corded by Dr. James Kent, 75, 
and Roscoe Rutherford had a 
78.The low net for guests was 
also by Kent with a 69 and G.L. 
Musselman and Roscoe Ruther­ 
ford were tied for second with 
70s. Jim McLaughlin and Porter 
had 71s. 
Bob Dale, local pro, waa well 
pleased with the turnout and 
expressed his thanks to every­ 
one who made it a success. 
(loon limit 
To Be Held 
Saturday 
The Rushville Coon Hunters* 
Association will hold a grade 
hunt Saturday two miles east 
of Rushville at the Rush County 
Conservation Club. 
Trophys for the first five plac­ 
es will be presented and an en­ 
trant does not have to be a 
member of the club to join in 
the hunt. 


A CHRISTMAS RELEASE 
NEW YORK (AP) — “The 
Boy Friend,” a Christmas re­ 
lease starring Twiggy in her 
first motion picture, is being 
produced and directed in Lon­ 
don by Ken Russell for MGM. 


By MARVIN R. PIKE 
Associated Press Sports Writer 
BUFFALO, N.Y. (AP) - 
With their National Football 
league opener exactly a month 
off, the Buffalo Bills face the 
task of developing a defense 
that can turn back such foes as 
the Super Bowl champion Balti­ 
more Colts. 
“The defense just isn’t,” said 
one Buffalo fan after watching 
the Bills collapse in their sec­ 
ond presea son game against 
the Philadelphia Eagles. 
C o a c h Harvey Johnson 
agreed. 
“The defensive line cost us 


the ball game,” he moaned fol­ 
lowing the Bills’ 34-28 loss to 
the Eagles. “They didn’t get to 
the passer all night.” 
The Eagles riddled the Bills 
with their aerial game, com­ 
pleting 22 of 25 tosses for 292 
yards and two touchdowns. 
Offensively, the Bills appear 
to have a well-rounded attack. 
In the backfield, there’s the 
1970 NFL Rookie-of-the-Year, 
Quarterback Dennis Shaw; for­ 
mer All-American and Heisman 
Trophy winner O. J. Simpson; 
powerful fullback Wayne Pat­ 
rick. surprising Greg Jones and 
speedster Max Anderson. 


70 Grid Candidates Expected To 
Arrive For Sport At Oxford 
OXFORD, Ohio (Spl.) — Ap- 
proximately 70 candidates are 
expected to arrive in Oxford 
Saturday to start preparing for 
Miami’s 1971 football season. 
Physical exams, issuance of 
equipment and a picture session 
will take place over the week­ 
end.Monday the team will begin 
two-a-day drills, but only light 
workouts the first three days. 
Two sessions a day will con­ 
tinue until September 6 when 
Allisons 
Run For Pole 
At Talladega 
By BLOYS BRITT 
AP Auto Racing Writer 
TALLADEGA, Ala. (AP) - 
The Allison brothers, Bobby 
and Donnie, run for the Talla­ 
dega 500 pole position today 
and Paula Murphy will do her 
thing Friday. 
These two events are high­ 
lights of a three-day program 
time trials at Alabama Inter­ 
national Motor Speedway that 
will provide the track with 
starters for 762 miles of racing 
Saturday and Sunday. 
The Allisons, who live at 
nearby Hueytown, Ala., will be 
at the wheel of a pair of Mercu­ 
ry stock cars. Heading into to­ 
day’s first round of qualifying 
for the Talladega 500, when the 
first 20 cars in a starting field 
of 50 were to be picked, the two 
brothers had posted the fastest 
practice laps and were favored 
for the pole position. 
They should know the speed­ 
way better than most of the 
other NASCAR Grand National 
hotshots. Donnie won and Bob­ 
by placed second in a stirring 
duel in the spring 500 mile race 
here. 
Donnie, who drives for the 
famed Wood Brothers of Stuart, 
Va, posted Tuesday’s fastest 
practice laps, his best being 
186.079 m.p.h. for the 2.66-mile 
tri-oval, world's fastest closed 
course. 
Bobby, fresh from victory in 
last Sunday’s Yankee 400 in 
Michigan, 
recorded 
185.934. 
Charlie Glotzbach of George­ 
town, Ind., worked his Chevro­ 
let at 185.779. Richard Petty 
and his teammate, Buddy Bak­ 
er, were in the 183 bracket in a 
Plymouth and Dodge, respec­ 
tively, while Fred Lorenzen 
was disappointed with his top 
lap of 179.101 in a Plymouth. 
Miss Murphy, who claims to 
be the world’s fastest woman 
racer, will get a chance to 
prove it Friday—in Loren zee’s 
©»f#The slim, dark-haired protege 
of STP oil king Andy Granatelli 
will depart from her drag rac­ 
ing specialty long enough to try 
for a women’s world closed 
course speed record at the 
track. 
The current female record is 
147.928 m.p.h. set by Vicki 
Wood of Detroit at Daytona 
Beach, Fla., in February 1962. 


the team cuts back to just one 
a day to prepare for the season 
opener on September 11 against 
the University of the Pacific in 
Stocklin, California. 
Beginning his third season, 
Coach Bill Mallory must come 
up with a quarterback if Miami 
is to be a serious contender for 
the Mid-America Conference 
championship. 
“We are very untested at the 
quarterback spot and we realize 
that,” stated Mallory. “Gradua­ 
tion took our top two single call­ 
ers and now we are faced with 
untested replacements. Howev­ 
er, we feel that we have three 
players with the potential to 
lead the team.” 
The quarterback candidates 
include Steve Williams, a junior 
who saw limited action last year 
and two sophomores — Stew 
Showalter and Steve Sauna. 
Williams, a 5-11, 173-pounder 
from Sidney, saw action in 
only one game last year. He was 
making progress this spring in 
practice when he suffered a 
fractured ankle. 
Sauna, a 5-11, 160-pounder 
from Shaker Heights, led the 
freshman team last year by 
completing 50 of 98 passes for 
687 yards and touchdowns. 
Showalter, a 5-11, 170-pounder 
from Van Wert missed most of 
last season with three broken 
fingers. 
The Redskins will have four 
non-league games before hosting 
Ohio U. in the first of five 
straight MAC games, Miami’s 
first three games are on the 
road and under the lights. The 
complete schedule follows: 
Sept. 11, Pacific (n), away; 
18, Xavier (n), away; 25, Day­ 
ton (n), away. 
Oct. 2, Marshall, home; 9, 
open date; 16, Ohio U., home; 
23, Bowling Green, away; 30, 
Toledo, home. 
Nov. 6, Western Michigan, 
away; 13, Kent State, away; 
20, Cincinnati, home. 
Golf Results 
MEN’S 
National League 
P. C. A 
................— 
Stevens Bros.------------- 
Monkies 
Mel Printing ----------- 
Pioneer Seed----------- 
W M K. 
Smiley’s Real Estate 
Western Auto --------- 
Scramblers------------ 
First Federal______ 
Rush Co. Beverage _ 
R. J. J. ___________ 
Mohr Team ------------ 
Fepys -------------------- 
K. N. W. ..................... 
Winkler Team--------- 
Dubs______________ 
American League 
PGA Rejects--------------- 
Coaches ------------------- 


_ 272 
_ 263 
250 
_ 233 
228 
_ 228 
_ 209 
_ 208 
_ 203 
__ 198 
_ 195 
_ 194 
_ 185 
_ 180 
_ 179 
__ 144 
138 


Hustlers --------------- 
M. C. L------------------ 
Hackers---------------- 
Lacy’s Barber Shop 
Rushville Bowl------- 
Fishermen ________ 
Three' Ninths--------- 
Jets______________ 
Budget 
Durbin Piano Bar 
Shell ___________ 
J. S. J. _ 
Cravens Frozen Food 
2 M k O___________ 
RCNB_____________ 


241 
241 
230 
228 
220 
219 
218 
213 
208 
206 
203 
202 
195 
189 
188 
182 
177 


Shaw, backed up by Jim Har­ 
ris, has two tested receivers in 
Marlin Briscoe, the leading 
pass-catcher in. the American 
Conference that season, and 
Haven Moses. One of those two 
is being challenged for his job 
by rookie J.D. Hill of Arizona 
State, Buffalo’s No. 1 draft 
choice. 
Too, the Bills are counting on 
Southern California’s Bob Chan- 
dler, another receiver with gif­ 
ted hands. 
A couple of other rookie hope­ 
fuls include center Bruce Jar­ 
vis of the University of Wash­ 
ington and tight «id Jan White 
of Ohio State. 
Running back Jim Braxton of 
West Virginia will be sidelined 
about six weeks because of an 
ankle break’ suffered in Buf­ 
falo’s first preseason game 
against New Orleans. 
Defensively, the Bills have 
second year man A1 Cowlings 
at right end and are looking for 
a successor to Ron McDoie, 
traded away. Bob Tatarek and 
Jim Dunaway are the old-time 
tackles, with Waddey Harvey 
challenging. 
The linebackers include Mike 
Stratton, Edgar Chandler and 
Paul Guidry with Butch ByTd 
and Robert James at the cor* 
nerback and Pete Richardson 
and John Pitts at the safeties. 
Another Buffalo weakness of 
the last two seasons, punting, 
may be overcome by Dave 
Chappie, who was drafted by 
San Francisco in 1969 and who 
never made the team. 
He averaged' 43.6 yards In 
seven punts against New Or­ 
leans and 43 yards in three 
punts against the Eagles. He 
could be the successor to Paul 
Magure, ..ow retired. 
Buffalo opens at home Sept. 
19 against Dallas. 


nostalgie on film 
HOLLYWOOD, Calif. (AP) — 
reduction of “Hollywood! Hol­ 
lywood!” is scheduled for next 
year. 
The film will feature all the 
great songs of the 30’s and 
much of the background of 40 
years ago will be tied into 
things pertinent to the 70‘s. 
ATHLETE’S FOOT GERM 
HOW TO KILL IT. 
IN ONE HOUR. 
Strong, quick-drying *-«-L ehwk« 
Itch and burning or your 59c back 
at any drug counter. Then, in 3-5 
da?» watch infected skin slough off. 
Watch HEALTHY skin appear! NOW 
at Rash Tille Pharmacy. 
Don’t Scratch That Itch! 
USE ITCH ME-NOT— 
IN JUST 15 MINUTES, if the Itch 
needs scratching, your 5Sc backat 
any drug counter. Quick-drying 
ITCH-ME-NOT 
quiet* 
itch 
in 
minutes; kills germs to speed heal­ 
ing. Fine for «eterna. Insect bite*, 
foot itch, other surface r»*hes. 
NOW at Rushville Pharmacy._____ 
TERMITES 
Free Inspections 
Bonded Warranty 


CALL 


109 E. 5th 
825-1593 
CONNERS VILLE 
MOOSE 
DANCE 
Sat., Aug. 21 
Music By 
“Bob Hill 
AND 
THE MELODY TONES” 
9 P.M. to 1 A.M. 
GUEST NIGHT 


GOSPEL MEETING 
August 23-29 7:45 P.M. 
Sunday, Aug. 29—2:30 P.M. 


Speaker — Cecil Corkren 
Sunday, Aug. 29 
Basket Dinner — 12:30 P.M. 


Cecil Corkren 
Wayne, Mich. 
6 Come Be Our Guest! 
Little Blue River Church of Christ 
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By DALE BURGESS 
* 


Associated Press Writer 


One of the more amiable people you’re 
likely to meet in Indianapolis in May, 
Ontario, California, over the Labor Day 
weekend or at a Grand Prix race any­ 
where or anytime is John S. Radosta. 
John has a dream job for an auto 
racing buff. 
His assignment for the New York 
Times is writing about auto racing from 
off-road demolition derbies to the stylized 
Indy 500. Nothing else. 
He accumulated so much information 
in 25 years doing this that he wrote a 
book, “The New York Times Camplete 
Guide to Auto Racing,” (Quadrangle 
Books, Chicago, $7.95). 
The Guide comes as close to creating 
instant experts in a complex filed as any 
256-page volume you can find. 
“I want this book to be a handy refer­ 
ence work; I want it to be useful,” John 
said. 
It is. There undoubtedly are enlighten­ 
ing bits even for pro drivers. At the same 
time, John doesrvt assume that the read­ 
er knows anything whatever about the 
sport. 
One of the refreshing things about the 
book is that John isn’t an apologist for 
the sport. 
“I like racing, but I am not obliged to 
like it all,” he says. 
“I do like the chicanery of some of its 
principals or their wheeling and deal­ 
ing. I do not like phony races or con­ 
venient little accommodations secretly 
worked out for a favored competitor or 
promoter.” 
He wields a heavy paddle on promoters 
who gouge fans for bad food and let them 
be “abused and pushed around by rude 
rent-a-cops.” He sees no reason why the 
customers shouldn’t be comfortable and 
well informed as to what’s going on, as­ 
suming that the scorers are efficient 
enough to know. 
The fans who get within ear range of 
the pits will recognize real authenticity 
in John’s chapter on the language of 
auto racers and the accompanying glos­ 
sary. 
John might have added that drivers 
and mechanics, as most sports types do 
when not discussing the work at hand, 
talk mostly about girls, sometimes called 
pit popsies. 
There are exceptions, however. 
A British factory team had the Indian­ 
apolis Motor Speedway to itself on one 
occasion. It was shooting for a series of 
time and distance records in a certain 
stock car class. 
A reporter strolled up to where two 
mechanics were holding an intense con­ 
versation and shamelessly listened. 
“Have you seen the bird these Yankees 
call a robin?” one of the limeys asked. 
“Yes,” said the other, “but wait till 
you see their cardinal. A really splendid 
bird!” 


d d p irilu a i¡p a th w a y s — 


By Rev, James W. Tharp 


“FORGIVE US OUR SINS” 
Here is one of the outstanding lines of 
the whole prayer. The Master outlines 
the kind of praying that His followers 
should engage in, and He points out that 
it must include the humble prayer for 
forgiveness. 
It is not easy for us to see our sins. It 
is hard for us to see wrong when it is 
deep within us. We are more prone to 
spot it quickly in the other person. It 
takes a lot of courage to look evil in the 
face when it is a part of our twisted, 
mangled, weak self. 
Our Lord made it clear that our for­ 
giveness is based on whether we forgive 
others or not. Matthew goes further than 
Luke with this teaching of Jesus: “For 
if ye forgive men their trespasses, your 
heavenly Father will also forgive you: 
but if ye forgive not men their trespasses, 
neither will your Father forgive your 
trespasses.” (Matt. 6:14-15). If we come 
to realize that the kind of forgiveness we 
show to others will be the kind measured 
back to us from our Father above, it 
certainly will shake us into genuine for­ 
giveness! It means out with animosities, 
jealousies, snipings, grudges, and all 
devilish attitudes. 
The most wonderful news for we sin­ 
ners is that there is forgiveness from a 
gracious God. But there are conditions 
we must meet. “If we confess our sins, 
he is faithful and just to forgive us our 
sins,” declared the Apostle John. But let 
us not forget another condition — we 
must be willing to forgive those who have 
wronged us. 


(fáirtlidauó — 


FRIDAY 
Virgil Benson, Amos Hurley, Della 
Wessler, Bertha Saxon English, Mrs. 
Betty K. Ricker, Mrs. Omer Cooley, Patty 
Lawson, Alice Mae Hood, Mrs. William 
Keller, Sheila Kay Moore, Robbie Ash. 
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15 YEARS AGO 
August 23, 1956 
The Rushville Utility Board will receive 
sealed bids on September 14 for the con­ 
struction of three new deep water wells 
and pumping units, according to a legal 
advertisement appearing today in this 
newspaper. The well construction is a 
part of a general water works improve­ 
ment program being undertaken by the 
utility board. 
SAN FRANCISCO (AP)—Republicans 
roared unanimous approval Wednesday 
night of an Eisenhower-Nixon team they 
confidently predict will again defeat a 
Democratic ticket headed by Adlai E. 
Stevenson. 
Mr. and Mrs. Dale Kinder, R. R. 1, are 
the parents of a son bom Thursday. 
County Assessor Paul Glisson brought 
two great big bouquets of gladioli and 
dahlias into the office yesterday. He 
grows the lovely flowers in his garden 
down Milroy way. All colors, they were, 
and those glads were the biggest we’ve 
seen for a long time. (Miscellany). 
Mrs. Lizzie Harper of north of Rush­ 
ville was honored on her 88th birthday 
which was celebrated Wednesday. The 
birthday cake, which was baked by Mrs. 
Libby Harper, a daughter-in-law, was 
topped with 88 candles. 
Mr. and Mrs. William Niehoff of Mil­ 
roy celebrated their 25th wedding anni­ 
versary Wednesday evening with a dinner 
party in the Lanes End room at the Dur­ 
bin Hotel. 


30 YEARS AGO 
August 21, 1941 
MONGNGAHELA, Pa., August 21 (AP) 
— Clem Pissuteli, grocer and nemesis of 
deadbeats who threatened to post on an 
8x24 foot billboard the names of custom­ 
ers owing him money for more than a 
year, let it be known today that his col­ 
lection idea is going over in a big way. In 
fact, he was willing to enlarge on that, 
thusly: “It’s one of the best things that 
ever happened in the country.” 
Bob Barnett, son of Mr. and Mrs. John 
Barnett, 1302 North Cherry Street of 
this city, has accepted a position as West­ 
ern Union operator at LaPorte and as­ 
sumed his duties Thursday. The youth 
has completed a year’s training under 
Cecil Wolfe of Columbus. 
Mrs. Lawrence Bates and children, 
Mrs Arthur Trader and Mrs. Mildred 
Caron and son visited in Indianapolis 
Wednesday. 
The Social and Educational depart­ 
ment of the Farm Bureau is planning a 
cake show to be held with the annual 
county picnic on Wednesday at Memo­ 
rial Park in Rushville. 
Mr. and Mrs. Harold Gilson, Mr. and 
Mrs. Ertel Price and Wayne Price motor­ 
ed to Madison and Charlestown Sunday. 
(Mays). 
Sap and Salt, by Bert Moses — No live 
town places its dumping grounds where 
they serve as scenery for tourists. 


45 YEARS AGO 
August 20, 1926 
Rush County taxables appraised by the 
state board of tax commissioners were 
assessed at $4,448,011 for next year, ac­ 
cording to a report received at the county 
auditor’s office. This consists of all pub­ 
lic utilities, including railroads and in­ 
tern rbans, telephone and telegraph lines, 
gas companies, electric light and power 
companies and the banks. 
Oliver Ong, age 66 years, a former resi­ 
dent of Rushville and one time superin­ 
tendent of the municipal water and light 
plant here, died Thursday at his home in 
Columbus. 
Mrs. Marie Coons and Mrs. Susie Mos- 
burg entertained a large number of 
friends and relatives with a pitch-in din­ 
ner Sunday honoring Mr. and Mrs. 
Thomas Mosburg’s 30th wedding anni­ 
versary. 


60 YEARS AGO 
August 21, 1911 
Tomorrow the 55th annual Rush Coun­ 
ty Fair will get a flying start for the first 
real day of what is expected will be the 
banner day in the annals of the fair in 
this county. 
The water situation has assumed a 
serious aspect in Rushville. From present 
indications it seems imminent that Rush­ 
ville will have to go dirty the remainder 
of this summer. There is no relief from 
the presenil conditions unless several 
wells are dug. If all experiments in well 
digging in the future are as they have 
been in the past it is certain that there 
will be no relief. 
Lee Wicker has sold his Brookside 
home to Isaac Webb who proposes to re­ 
tire there. 
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GETS KRESGE GRANT 
FORT WORTH 
(AP) — A $200,000 
grant to Texas Christian University to­ 
ward a health and physical education 
building under construction has been 
authorized by The Kresge Foundation of 
Detroit. 
With funds donated by the late Se­ 
bastian S, Kresge. the foundation makes 
construction 
and 
capital 
equipment 
grants for projects at colleges, universi­ 
ties, graduate theological schools and 
homes for the aged. 


PLASTICS BURN 


NEW YORK (AP) — Plastics can be 
incinerated safely in existing municipal 
incinerators, reports Professor Elmer R. 
Kaiser, senior research scientist at New 
York University. 


By CYNTHIA LOWRY 


AP Television-Radio Writer 


HOLLYWOOD (AP) - Dinah 
Shore first appeared in 
her 
daytime half hour series almost 
a year ago. There were some 
raised eyebrows about a sing­ 
ing star who had made it big in 
films and prime-time evening 
television 
presiding 
over 
a 
woman-oriented 
morning 
pro­ 
gram concerned with food, sew­ 
ing and physical fitness. 
A year later, with enthusias­ 
tic renewal by her network, 
NBC, Dinah is an established 
hit in her new corner, and the 
envy of the industry because of 
the caliber of her guests. 
“Tennis is the booker of all 
time,’1 Dinah explained enthu­ 
siastically. “I get to know a lot 
of people because I have the 
best court in Hollywood—and 
the best food.” 
Tennis, 
Hollywood’s 
current 
“ in” game', has 
been Dinah 
Shore’s favorite for more than 
20 years. She is a top woman 
player, and appears in fund­ 
raising tournaments. 
Such a tennis encounter re­ 
sulted in the 
appearance of 
Vice President Spiro T. Agnew 
on her show, a memorable time 
when Dinah received a ball in 
the eye from the vice presiden­ 
tial racket. 
When Mrs. Agnew agreed to 
appear on Dinah’s show, her 
husband asked if be could tag 
along. Equal-time balance was 
restored when Maine’s Sen. Ed­ 
mund S. Muskie turned up with 
a live lobster which he pro­ 
ceeded to hypnotize on camera. 
“We were not about to put 
any live lobster in a pot,” Di­ 
nah said, “he was a friendly 
little fellow. That day our cook­ 
ing was a casserole—no lobs­ 
ter.” 
Since Dinah knows everybody 
in Hollywood, with or without 
tennis, her loyal friends rallied 
’round. Frank Sinatra, whose 
previous daytime exposure had 
consisted of taking a pie in the 
face from Soupy Sales years 
ago, showed up to cook spa­ 
ghetti and sing a little. Success 
breeds success, and it has now 
become 
a 
status 
symbol to 
cook, exercise or sing with the 
star of the show. 
Dinah seems bemused by the 
way 
“Dinah’s 
Place” 
has 
evolved to a seven-day-a-week 
occupation. She had left weekly 
television determined to keep 
away 
from 
the 
rigid 
work 
schedules she had maintained 
from the beginning of her ca­ 
reer as a radio singer in New 
York. 
“They came to me with the 
idea of a show. The producer, 
whom I have known for years, 
said I liked to talk, had opin­ 
ions 
and 
was 
interested 
in 
doing things,” she said. “And 
he also sa;d it would only take 
a couple of days a week. Well, 
I work on it some part of every 
day, and on the days we ta p e - 
three in one day—we are busy 
from dawn until late at night.” 


TRIAL ON SCREEN 
NEW YORK (AP) — Release 
of 
4 Sacco 
and 
Vanzetti” 
is 
scheduled for October in the 
United States and Canada un­ 
der the UMC Pictures banner. 
It’s about the famous trial of 
Bartolomeo Vanzetti and Nicola 
Sacco and was an award win­ 
ning film at the recent Cannes 
Film Festival. 
Both men were electrocuted 
in 1927 after being convicted of 
murder in a factory robbery. 
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By Donald White 


The popular twist-off bottle 
caps for carbonated drinks were 
designed and are manufactur­ 
ed here in Richmond,” Frank 
Pumerville said. 
Mr. Pumerville is a former 
20 year employee of ALCOA 
and is now Director of the 'White­ 
water Regional Institute of In­ 
diana Vocational Technical Col­ 
lege in Richmond, Indiana. 
He 
introduced 
B.F. 
Wade, 
Works Manager of ALCOA at 
the Richmond works who said 
that over 200 different types of 
“closures” are made at the 
Rich m ond pi a nt. Tamper -proof 
tops are not new. Some were de­ 
signed as early as 1906 in Pen­ 
nsylvania. The present forms 
were introduced in 1947 from 
the Research and Development 
department of ALCOA. 
The Richmond Works receiv­ 
ed a packing award in 1970 for 
a new closure on a completely 
disposable baby bottle. The for­ 
mula bottles are currently sup­ 
plied to hospitals with five dif­ 
ferent formula mixes. In the 
near future a 4‘six pack” of 
baby bottles will be on hand in 
every home with a new baby 
for cases of emergency. 
History of the food marketing 
industry 
proves 
the 
average 
family is willing to pay extra 
for 
"‘convenience 
packaging.” 
The public realizes the “cost 
free” labor provided by the 
housewife is not without cost 
in time, effort and money. In­ 
creased demand will lower the 
price, and soon the completely 
disposable baby bottle with pre­ 
pared formula will be common 
in home usage. 
The firm uses a laser beam to 
make the hole in the nipple. It 
is believed to be the first com­ 
mercial application of the laser 
beam in the state. 
Closures may be produced in 
the millons, yet each is design­ 
ed for a special purpose. They 
are designed so as not to be 
reuseable. Carbonated drinks re­ 
quire a strong cap which will 
not blow off as the bottle is 
jostled. Liners used in the caps 
cannot affect the taste of wine, 
pharmaceuticals or drinks. The 
cap and liner must not alter the 
taste. 
Bottles used for intraveneous 
feedings in a hospital are equip­ 
ped with caps that have four 
and five component parts..lor 
instance the tab is pulled to 
loosen the outer portion and re­ 
veal a sterilized protected inner 
closure. 
With the present emphasis on 
ecology, 
many are taking a 
close look at the twist-off caps 
and tops which do not disinte­ 
grate. However, if It were not 
for good bottles and air tight 
caps, many products could not 
be marketed. Care must be tak­ 
en not to create possible pro­ 
duct contamination in curing the 
environmental problem. 
Sophisticated. 
high 
speed 
machinery used in the Richmond 
ALCOA plant can fill as many 
as 800 containers a minute. They 
can be changed to handle many 
types and sizes of containers. 
Indiana has a large stake in 
ALCOA’s corporate structure. A 
plant in Lafayette is one of the 
largest extrusion plants in the 
world. The Evansville sheet mill 
has one of the world’s most 
modern smelters. It provides 
sheet metal for the Richmond 


closure plant. Aluminum wiring 
is produced in Fort Wayne. 
The home plant of ALCOA 
is in Pittsburg, But licenses 
and subsidiaries are found the 
world over. Constant research 
and development is required to 
be 
able 
to provide 
closures 
for containers manufactured by 
other firms. Knowledge of rub­ 
ber, plastic paper and glass is 
required to keep pace with the 
rapid devlopment. 
The Richmond plant is air- 
conditioned. An effort is made 
to maintain the working condi­ 
tions in the plant as pleasant as 
the office for the executives. 
Quality must be kept at a high 
level, for the cap is used only 
once for the purpose for which 
it was designed. There can be 
no margin for error. 
The Indiana Soldiers and Sail­ 
ors Children’s Home in Rush 
county near Knightstown does 
more than provide custody for 
the children. Their educational 
facilities through High School 
are considered second to none 
in the state. They also try to 
prepare the children for living 
on their 6wn when they grad­ 
uate. 
Before graduation, all seniors 
are permitted to live in an apart­ 
ment, buying their own food in 
town and preparing meals in 
their apartment. A dormitory on 
the grounds has been converted 
into one apartment for girls and 
one for boys. They pick the peo­ 
ple to live with and draw' lots 
for the month turn. The experi­ 
ment has met with enthusiastic 
response from the children. 


U.S. Asks Delay 
In Texas School 
Busing PI nil 


WASHINGTON (AP) — The 
Justice Department has asked 
the Supreme Court to delay the 
massive busing of about 15,000 
school 
children 
in 
Corpus 
Christi, Tex. 
In a memorandum approved 
by A tty. Gen. John N. Mitchell, 
the department said there is 
serious question that Mexican- 
Amerkan children are victims 
of 
segregation. 
The 
federal 
judge who ordered the busing 
had found school officials dis­ 
criminating against both Mexi- 
can-Americans and blacks. 
The memorandum, presented 
late Wednesday to Justice Hugo 
L. Black, is the first statement 
filed by the department with 
the court since President Nixon 
disavowed a busing plan the 
Department of Health, Educa­ 
tion and Welfare had approved 
for Austin, Tex., and reiterated 
his personal aversion to exten­ 
sive busing. 
Earlier this week the Corpus 
Christi 
school 
officials 
told 
Black they have neither the 
money nor the buses to comply 
with the order by Judge Wood­ 
row Seals. The plan is sched­ 
uled to start with opening of 
the new term next Wednesday. 
HEW had proposed widespread 
busing in Corpus Christi after 
Seals 
concluded 
the 
schools 
were segregated. 
Only about five per cent of 
the 46,000 pupils 
are black. 
About half the remainder are 
Mexican-Americans 
and 
the 
other half Anglos. Seals’ busing 


TO THE EDITOR: 
On August 15, 1971, my niece 
was hit by a car and taken to 
the Rush Memorial Emergency 
Room to be treated. It was not 
known how badly she was hurt— 
All that was known was that 
there was blood all over her 
face and she was only one (1) 
year old and anytliing could’ve 
been wrong with her. She was 
taken to the emergency room 
and when a nurse was finally 
found, it was explained to her 
what had happened. 
The nurse just repeated her 
question, “Who's your Doctor?” 
My sister told her she didn’t 
have a regular Doctor here in 
Rushville. However, she did tell 
her the name of a Doctor who 
had seen the baby at times be­ 
fore and whom she knew would 
see her baby. Instead of calling 
this Doctor, the nurse just said, 
“Well, how will the Doctor know 
who you are?” She repeated 
these same questions several 
times, never looking at the child 
or calling a Doctor nor did she 
even get the child’s name. Final­ 
ly, another Doctor came in with­ 
out being called by the nurse 
and again there was nothing 
done. This Doctor told my sister 
that the child was fine and to 
take her home without even 
looking at the child. She was so- 
called 
treated 
and 
released 
from Rush Memorial. 
She was then taken to the hos­ 
pital in New Castle being check­ 
ed thoroughly at this time. She 
was treated for cuts and abra­ 
sions and was to be watched 
carefully for 24 hours as she had 
received several bruises on the 
head .They took X-rays at this 
hospital and found the child to 
have a broken leg at which time 
It was set immediately. 
The lady who had hit the child 
had trouble with her heart and 
was also taken to the emergency 
room hospital as she thought 
she was going to have a heart 
attack. The same nurse just ask­ 
ed her who her Doctor was and 
she was told by the lady that 
she, from out of town, had no 
Doctor here in Rushville. The 
nurse just replied, “But you 
have to have a Doctor here; now 
who’s your Doctor?” The staff 
at the hospital in New Castle 
could hardly believe the way 
this baby was treated in our own 
hospital. 
I’m not putting down the Doc­ 
tors, believe me, because my 
Doctor is here in Rushville and 
I trust him 
completely 
and 
wouldn’t dream of going else­ 
where for one; But what about 
those people who don’t have a 
Doctor here? I realize this nurse 
was only human and may have 
had a bad day but this child 
could’ve been hurt a lot worse. 


GETS CONTRACT 
HUNTINGTON, Ind. (AP) - 
Memcor Division of LTV Elec­ 
trosystems, 
Ind., 
Huntington, 
received a $9.3 million U.S. 
Army contract Wednesday to 
produce military radios. The or­ 
der was under a multi pie-year 
contract and included an option 
for an additional $915,000 worth 
of radios. 


order was designed to mix up 
all three ethnic groups. 
Solicitor General Erwin N. 
Griswold and David L. Nor­ 
man, 
the 
assistant 
attorney 
general 
in 
charge 
of 
civil 
rights, presented the govern­ 
ment’s position in the Supreme 
Court. It was understood the 
White House was not consulted. 


What 
would 
have 
happened 
then? Would she have died wait­ 
ing on this nurse to decide 
whether or not she was going to 
call a Doctor. 
I also realize our hospital is 
understaffed and the doctors are 
few and far between and over­ 
worked but in a case of emerg­ 
ency, what are we expected to 
do? I know for a fact, things 
like this have happened before 
and no one ever thinks about it 
until it happens to them or one 
of their loved ones. We just hap­ 
pened to be very lucky that this 
particular case wasn’t a bad 
one (although it was bad enough 
for a one year old child) but how 
many others were bad ones. 
How many others could’ve had 
help, but didn’t get it. My aunt 
and uncle, not long after the ac­ 
cident, went to the hospital to 
inquire about the child and the 
hospital didn’t even know shtf 
had been there. As it turned out 
she was lucky and found help 
elsewhere. What about the next 
time? 
I don’t have a solution to 
this problem, but surely there 
has to be one! Why can’t our 
hospital be staffed properly and 
why can’t we have more Doctors 
in Rushville to help our over­ 
worked and very few Doctors 
here. Why won’t they come to 
our town of Rushville? What 
happens to the people who are 
new here in our community who 
need a Doctor and can’t get 
one? What happens if someone 
goes to the emergency who is 
very seriously ill and needs help 
and can’t get a nurse to call a 
Doctor? Maybe you have the 
answers to those questions, but 
1 don't, 
A Concerned Citizen, 
DEBBIE DICKSON 


MR. EDITOR: 
I have many people to thank 
for the success of our endeavors 
for the Cerebral Palsied of Rush 
County. The interest shown by 
many people is gratifying. 
1 would like to' thank 'the Edi­ 
tor for the coverage given each 
endeavor in the Rushville Re­ 
publican. We could not ask for 
any better coverage than we 
have received. 
The publicity 
given thus far acquainted many 
people with what is being done 
at the present time for those 
handicapped. 
I would like to thank the own­ 
ers of the Rushville Bowl who 
have so graciously let us have 
the use of the bowling alley each 
Wednesday. I wish to thank 
Mr. Ephlen who has taken such 
an interest in helping those who 
come to bowl. 
I would like to thank the par­ 
ents and those who left theur 
business to take a group of 22 
to the Speedway last Friday. 
Truly it was “Lucky Friday” 
for those who went. 
I also want to thank all those; 
both teenagers and grown-ups 
who have helped each week in 
bowling and going to the Speed­ 
way. 
I want to say, God bless every 
one who has had a part. 
I wish to invite anyone who 
is handicapped who wants to 
participate in these activities to 
feel free to come and be a part 
of this effort to bring joy, to 
the handicapped. 
IN JESUS’ NAME, 
WALLY GARDNER 
P. S. — I wish to thank the 
Motzer Lumber Company for 
donating the material to build 
a ramp for the bowlers. 


• THE BELLS • EXHIBITS • CONTESTS • HOOSIER HUNDRED • MOTORCYCLE RACES - 6 * 
dix-fs s®offl8ají] to 
8 
1 


RED 
SKELTON 
Coliseum 
Sat.-Aug. 21 
3 3 0 $ $ 00 PM 


GLEN 
CAMPBELL 
Colisaum 
Sun.-Aug. .22 
1 3 0 $ 5 00 PM 


ROY ROGERS & 
i DALE EVANS 
Colisaum 
Aug. 24-Aug. 27 
Two Shows A Day 


5TH 
DIMENSION 
Coliaaum 
Sat.-Aug. 21 
400 A 800 PM 


ENGELBERT 
HUMPERDINCK 
Coliaaum 
Sun.-Aug. 29' 
400 A 700 PM 


EDDY 
ARNOLD 
Grandstand 
Tuts.-Aug. $4 
7 0 0 PM 


KOCHMANS 
HELL DRIVERS 
Grandstand 
Thura-Fri-Sat-Sun 
Aug. 1 $-20-21 -22 


HARNESS 
RACING 
Grandatand 
Thurs.-Fri.-Sat. 
Aug. 26-27-2$ 


n wmm mm j wmmmmm mmmmm 
This year’s lineup of big name entertain­ 


ment is certain to include the performers 
you want to see. So plan to come to the 


Fair. We promise you a good time for the 
entire family at the great Indiana State Fair! 


a* ENGLISH HORSE SHOW • GIANT MIDWAY..- MODERN FARM 
J 
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Camera Angles: Be Ready 
Says Expert On Photography 


By IRVING DESFOR 
“Always have your camera 
handy and be ready to shoot un­ 
expected situations.” 
That’s the advice I’ve often 
repeated through the years. 
That’s the advice I followed 
recently and it gave me an ex­ 
citing experience, a challenge 
that puts zip into one’s normal 
shooting routine. 
If the results are good, there’s 
great personal satisfaction in 
having met the challenge. 
If the results aren’t good., it’s 
proof positive you must improve 
your shooting technique. You 
must practice, 
and keep on 
practicing, 
until 
you 
master 
camera settings quickly without 
fumbling or hesitation. 
The 
photo 
adventure 
took 
place at New York’s Kennedy 
Airport while waiting for my 
brother’s plane to arrive from 
London. The camera was along 
to record the arrival as another 
event for the family album. 
The plane was delayed, giving 
me time to find a shooting van­ 


tage point and to check the 
lighting. The exposure was 1- 
60th at f-3.5 using Tri-X film at 
ASA 800. 
Relatives and friends, gath­ 
ered outside the “U.S. CUS­ 
TOMS-RESTRICTED” 
door 
(through which the passengers 
would emerge), were targets for 
my test focusing. Among the 
group, one stood out. She was a 
trim, slim, dark-haired beauty 
in a tight, white knitted hot- 
pants outfit. 
She was quickly recognized: 
Diahann Carrol, talented songs­ 
tress of stage and television. 
A wel-known personalty so 
conveniently close wras an unex­ 
pected bonus. I was able to get 
four pictures of the singing star 
leaning on the hand rail, eyes 
focused on the U.S. Customs 
door. 
Suddenly the door opened and 
a young man, without even an 
attache 
case, 
came 
briskly 
through. There was no mistak­ 
ing David Frost, British televi­ 
sion star who is now a trans-At­ 


lantic commuter since his suc­ 
cess in. America. 
He took but a few steps when 
—like two magnetized objects 
being 
drawn 
together—Miss 
Carrol ran and reached him, 
her arm encircling his neck. It 
was a warm welcome for a late 
Frost. 
In the same instant, too, my 
camera clicked. 
Seconds later, they walked 
away, arm in arm, through the 
arrival area. In folowing them, 
I goofed on the next two shots; 
tilting the camera on one and 
blurring the second. Regaining 
control, my next two shots of 
them walking towards the exit 
door, were better. Outside, I re­ 
set the exposure and focus set­ 
tings 
and 
the 
last 
picture 
showed them in the distance, 
still holding hands, headed for a 
waiting limousine. 
The entire five-minute, 10-pic­ 
ture episode was an exciting 
off-beat interlude. The experi­ 
ence makes me realize and ap­ 
preciate 
the 
professionalism 
and skill of press photographers 
who 
cover fast-moving news 
events daily and get sharp, sto­ 
ry-telling pictures routinely. 
Camera fans might acquire 


Public Workers 
Seek Pay Hike 
Despite Freeze 


INDIANAPOLIS (A P) — The 
Indiana council of the American 
Federation of State, County and 
Municipal Employes said today 
it will press for wage increases 
for employes which at first ap­ 
peared Mocked by the Presi­ 
dent’s wage-price freeze. 
Joseph Bolt, director of the 
state council, said clarification 
is being sought on whether the 
freeze applies to state and lo­ 
cal government employes. 
Bolt said .if the freeze is ap­ 
plicable, appeals for its mem­ 
bers will be filed as soon as the 
machinery to do so is set up. 
After 
the 
freeze 
was 
an- 


some of that skill only by being 
able to handle their cameras as 
if they were an extension of 
their eyes and their brains. 'That 
takes lots of experience. 
But no matter how skillful a. 
photographer becomes, when a 
great picture situation develops 
and his camera isn’t handy or 
ready . .. there is no picture! 


nounced. the state announced 
Oct. 1, pay raises would not be 
put into effect. These included 
regular merit raises and new 
pay scales for employes at the 
top of their salary range. 
“In the event our appeals on 
these inequalities are not suc­ 
cessful, 
Council 
62 
will 
in­ 
sist that the increases be paid 
retroactively, when the freeze is 
lifted or modified,” Bolt said in 
a statement. 


WHAT WISE MONEY? 


NEW YORK (AP) — When 
offtrack betting on harness rac­ 
ing 
at 
Roosevelt 
Raceway 
opened in New York City, May­ 
or John Lindsay went to the 
window7 at Grand Central Sta­ 
tion and made a $2 wager on 
Money Wise in the seventh 
race. 
The 7 to 2 'third choice fin­ 
ished fourth. 


NOW! A SPECIAL 
HEARING AID PURCHASE! 


FOR: NERVE DEAFNESS 
$199.00 
OVER-THE-EAR MODEL 
ALL-IN THE EAR MODEL 
Friday, August 20 
ABERCROMBIE JEWELERS 
233 N. MAIN 


10 A.M. TO 8 P.M. 


iTTT f / ¿ 7A 
CARPETS 


No matter what size, color, style or price carpet 
you. want, you can be certain to find the largest 
and finest selection at Levenstein’s . . . and at the 
most reasonable prices. At Levenstein’s you see 
the full rolls of the carpets that you will receive. 
There’s nothing to equal it anywhere in Indiana. 


W e Have Been Carpeting Homes In Rushville 
and Rush County For Over 30 Years 


Southeastern Indiana’s Largest Carpet Stock 


Phone Collect 662-4041 (AC 812) 
Located on State Road 46 East of Greensburg 


LADIES’ 
NYLONS 


8 i/2 t o l l 


PLASTIC 
jm 
BEACH BALL 
1 1 


EXTENSION 
CORDS 


20 Ft. 


pr. 


NOTEBOOK 
PAPER 


300 Sheets 


SANDWICH 
BAGS 


80 SNAP OFF 


JUMBO PAPER 
TOWELS 
for 


CHILDREN’S 
Tennis Shoes 


Sizes 5-8 


INSULATED 
SNACK JARS 


S i/i Oz. 


2 ROLLS 
TABLE-TOP 


CELLOPHANE 
TAPE 


ELMER’S 
GLUE 


1 \\ Oz. 


ONE-GALLON 
STYROFOAM JUG 


THIRTY-QUART 
STYROFOAM COOLER 


BAR-B-QUE GRILL 


TUMBLERS - MUGS - CUPS 
BY THERMOS 


60-75-100 WATT 
LIGHT BULBS 


Final 


1/2 Price 


And lowed 


LADIES’ 
iVLOUSES 
D R E S S E S - fO R uL(yrrB PRESSES 


s h o o t e r s 
^ 
r L $ , 


SH O RTS — TO PS 


14 ONLY! 


PATIO 
B R O O M S 


ONE ONLY! 
ODD LOT 
MEN’S PANTS 
3 ONLY! 
3 Vt H.P. 
R00M-SIZE RUGS 


APPROX. 9x12 ___ 
INDOOR-OUTDOOR 
BRAIDED ________ 


$12 
$16 
$18 
L A W N 
MOWER 


Make An 
Offer? 


SHOP ’TIL 9:00 
FRIDAY NIGHT 
HIRSCH 


306 N. Main 
Rushville 
932-3000 
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Stuff Those Fresh Peaches 
Thursday, August 19, 197! 


By ANDY LANG 
AP Newsfeatures 
Q.—I have to paint a picket 
fence soon. It’s a long fence 
and it was a tough Job the last 
time doing it with a regular 
paint brush. Can I use a spra­ 
yer this time or would that be a 
big waste of paint? 
A. — No doubt about it 
Spraying a picket fence will 
waste some paint, since some 
of it will be lost in the air. But 
you’ll find it a lot easier than 
brushing or even rolling. Do it 
on a non-windy day. Hold the 
spray gun about 10 inches from 
the fence and at right angles to 
it 
whenever 
possible. 
Use 
steady, even strokes, avoiding 
circular or arcing movements. 


Q —A couple of months ago 
you advised a reader to remove 
efflorescence from a brick wall 
before painting it. I believe you 
suggested one part of muriatic 
acid to 10 parts of water. My 
neighbor says this is not neces­ 
sary and has backed up his 
opinion by painting his drive­ 
way brick wall even though 
much of it was covered by a 
white, powdery substance. That 
was two weeks ago and every­ 
thing seems fine. Can you ex­ 
plain? 
A.—It won’t be very long— 
perhaps a few weeks—before 
the paint on your neighbor’s 
wall begins to blister and peel. 


Q—We bought a house three 
months ago. The concrete floor 
of the garage has a dusty sur­ 
face. We have tried sweeping it 
many times. It looks fine for a 
while, then the dust comes 
back. It seems to be coming 
right from the concrete. What 
causes this and how can we fix 
it?A.—There are half a dozen 
reasons why concrete keeps 
throwing off dust as autos and 
people move across it. The 
most common is that there was 
too much sand or too little ce­ 
ment (which is the same thing) 
in the original mixture. Another 
cause is excessive troweling. 
The easiest way to eliminate 
the dust is to give it two coats 
of one of the sealer paints. 


tank is nearly empty before 
purchasing gasoline, the inside 
walls are much more suscep­ 
tible to condensation. 


(For either of Andy Lang’s 
h e l p f u l booklets, “Simple 
Plumbing Repairs,” or “Wood 
Finishing in the Home,” send 
30 cents and a long, stamped, 
s e 1 f-addressed 
envelope 
to 
Know-How, P.O. Box 477, Hunt­ 
ington, N.Y. 11743.) 


By CECILY BROWNSTONE 
American cooks have beer 
using fresh peaches in cobblers, 
buckles and pandowdies foi 
years. And fresh peach pie is 
one of our summertime staples. 
But cooks in other countries— 
especially Italy and France—of­ 
ten poach or bake them. Here 
then is a recipe for Baked 
Stuffed Peaches—the stuffing a 
mixture of honey, pecans and 
candied ginger. To keep the 
peaches from getting dark, the 
recipe suggests that you use as­ 
corbic acid mixture, available 
in cans, as a deterrent. 
BAKED STUFFED PEACHES 


8 medium-size ripe peaches, 
about 1% pounds 
1 tablespoon ascorbic acid 
mixture, from a 5-ounce can 
Va cup chilled honey 
Vi cup finely chopped pecans 
3 tablespoons finely chopped 
candied ginger 
Va cup room-temperature hon­ 
ey 
Rinse peaches in cold water; 
place in a mixing bowl and cov­ 
er with cold water; remove 
peaches and set aside. Add the 
ascorbic acid mixture to the 
cold water and stir until dis­ 
solved; set aside. 
In a small mixing bowl mix 
NOTICE TO TAXPAYERS OF TAX LEVIES 
In the matter of determining the tax rates for certain purposes by Carthags Civil Town, before the Board of 
Town Trustees. Rush County, Indiana. 
Notice is hereby given the taxpayers of Carthage Civil Town, Rush County, Indiana, that the proper officers of 
said civil town, at their regular meeting place, on the 30th day of August, 1971, wlU consider the following bud­ 
get: 
O )*: -*nJ kr,at. 
Salary of Town Trustees ____ 
Salary of Clerk-Treasurer 
Salary of Marshal Si Deputy Marshals 
Compensation of Town Attorney------ 
Other Compensation -----— ------------— 
Services Contractual ---------------—— 
Supplies ---------—------ ----- 
Current Charges ....____ 
Current Obligations-------- 
Properties --------------------- 
Total General Fund „ 


I 900 00 
300.00 
9,060 00 
500 00 
444.00 
9.945 00 
1.075.00 
10,410.00 
600 00 
1,11600 


STREET FUND 
Services 
Services 
Supplies 
Total 


Personal 
Contractual 
Street Fund 
...$ 3,660 00 
» 10.300 00 
.500.'00 
.114.460 00 
TWEEDY MEMORIAL FUND 
--------------------.$34,350 00 
..................... 
Complete detail of budget estimate may be seen In office of Cierk-Treasurer 
Utilities, Heat and Labor ........... 
j 2 500 00 
Total Tweedy Memorial Fund 
f 2*soo!oo 


ESTIMATE OF FUNDS TO1 BE RAISED 
FUNDS REQUIRED FOR EXPENSES TO DEO. 31 OF 
INCOMING YEAR 
1. Totsl budget estimate for lnoomlng year, Jan. 1 
to Dec. 31, 1972, inclusive --------------------------- 
2. Neceaaary expenditures. July 1 to Dec. 31 of pre­ 
sent year, to be made from appropriations unex­ 
pended .................... 
............................................. 
5. Total Funds Required 
««------------------------ 
FUNDS ON HAND AND TO BE RECEIVED FROM 
SOURCES OTHER THAN PROPOSED TAX LEVY 
6. Actual balance, June 30th of present year______ 
7. Taxaa to be collected present year 
8. Miscellaneous revenue to be received “¿uiv 1 o f 
—Sched- 
üresent year to Dec. 31 of lnoomlng year 
tilas on file 
a. Special taxes____ 
b. All other revenue 
c. Transfer from Cumulative Capital Improve­ 
ment Fund «... ______________ —..................... 
9. Total Funds , 
- 
, 
i 
10. NET AMOUNT REQUIRED TO BE RAISED FOR 
EXPENSE8 TO DEO. 31 OF INCOMING YEAR___ 
11. Operating Balance---------------------- ------- ------- 
13. AMOUNT TO BE RAISED BY TAX LEVY_______ 


General 
Fund 
-----$34,330.00 


14.400.00 
.....$ 48 ,75 0 jOQ 


9,228 88 
13,000.00 


— 3,600.00 
_ 4,250 00 
3,000.00 
....$33,078,88 


$ 15 ,6 71.12 
.. 10,000 00 
..$25,671,12 
Net Taxable Property__ 
FUNDS 
Oeneral 


PROPOSED LEVIES 
..«$1,300, ,165.00 


Street Motor Vehicle Highway_____ 
Tweedy Memorial Center__________ 
Total _______ 


Street 
Fund 
$14,460.00 


8,700.00 
$23,160.00 


4,934.83 
1,400 00 


390.00 
14,700 00 


$21.424.83 
$ 1.735 17 
2 ,000.00 
$ 3,735.17 


Levy on 
Property 
—$1.98 
.28 
.14 
.$2 40 


FUNDfl 
COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Tweedy 
Memorial 
Fund 
$2,500.00 


$2.500 00 


500.00 


155.00 


$ 655.00 
$1,845.00 
$1.845 00 


Amout to 
Be Raised 
$25,671,12 
3,735.17 
1,845.00 
$31,251.29 


Collected 
1969 
$18.179 00 
6,906 43 
1,569.80 
$26,655.23 


Collected 
1970 
$21,706.49 
3,666 64 
1,613.33 
$26.086.46 


Collected 
1971 
$29,929 39 
4,908.09 
1,600 00 
$36,437.48 


To Be 
Collected 
1972 
$25,071.12 
3,735.17 
1,845 00 
$31,251.29 


General 
................... 
- .......... 
Street ..._______ 
________ ________________________________________________ 
Tweedy Memorial Center - .................. 
__________ 
Total .......................... 
-...... 
_______ 
Taxpayers appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sentad to the county auditor not later than two daya prior to the aecond Monday In September, and the levy fixed 
by the county tax adjustment board, or on their failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrlevsd by auch levlea, may appeal to the state board of tax commissioners for further and final 
hearing tharson by filing a petition with th# county auditor on or before the fourth Monday of September or on or 
jr after publication by the countv auditor nt t<»* 
— 
- - 
- - 
before the tenth day after pUbUcation b^ th* nonntv Z u T fZ 
?r ber°r« » • ^ u rth Monday of September or on or 
state board of tax commlseloners will fix a díte fíí heím g ia íhís'íoSty 
whlchever date *• later. and the 
Dated August 2, 1971. 
Rep. : August 12-19 
Tele.: August 13-30 
ARTHUR W. WINFIELD, 
Glork-Treasunr 


together the Va cup chilled hon­ 
ey, the pecans and ginger; re­ 
frigerate. 
In another mixing bowl or 
saucepan cover peaches with 
boiling water and let stand off 
heat until skins will slip off eas­ 
ily—about 2 minutes. Drain 
peaches and run cold water 
over them; remove skins, cut 


into halves and remove pits. 
Place peaches in the ascorbic 
acid mixture immediately after 
preparing. Let stand in solution 
for 2 minutes. Drain peaches, 
reserving Vi cup of the ascorbic 
acid liquid. 
Mound a spoonful of the nut 
mixture in cavity of each of 8 
peach halves. Replace remain­ 


ing 8 peach halves to form 
whole 
peaches. 
Press 
the 
halves firmly together and se­ 
cure with toothpicks. Place 
stuffed peaches in an oblong 
glass lVii-quart glass baking 
dish (10 by 6 by 1% inches) or 
similar utensil. 
In a small saucepan mix re­ 
served Va cup ascorbic acid liq­ 


uid with Va cup room-tempe 
lure honey. Bring to a boil a 
pour over peaches. Cover w 
foil and bake in a prehea: 
350-degree oven until peachci 
are tender—about 30 minu'e 
Remove picks from peaches. 
Serve at once with custard 
sauce, vanilla ice cream or 
sweetened whipped cream. 


Whiz Ring (39* Value) 


\ \ \ \ \ \ 
\ 


\ 
\ 
V 
. 
' - J , 
v i 
Y s 
1 


Throw it! Wheré 
it lands nobody 
knows! Think of 
the fun you'll 
have! 


with your purchase of Big J or Super J and Coke. 


3 days only. •. Fri«, Sat., Sun., • • 


August 20-21-22 


Just try a super-delicious BIG J or SUPER J Sandwich 
(only 59 C) plus a Coke (15 <) (Total 74 C) and get one of 
theso versatilo Whiz Rings that means fun for everyone! 


DRIVE-IN RESTAURANT 
HIGHWAYS 
NORTH EDGE OF RUSHVILLE 


Q—Before the summer be­ 
gan, the man who delivered our 
fuel oil told us to keep the tank 
in our basement filled to the 
top. We followed his advice. 
Now we have been told that the 
fuel dealer merely wanted to 
sell us some extra oil and that 
we actually created a fire haz­ 
ard by keeping the tank full. 
Which of these opinions is cor­ 
rect? 
A.—If you use the same fuel 
oil company regularly, as most 
home owners do, there would 
be no advantage to the com­ 
pany in filling your tank at the 
start of summer. No, that 
wasn’t the reason for his ad­ 
vice. He wanted to protect your 
tank from condensation, which 
can form on the inside and 
eventually cause rust. When the 
tank is full, very little of the 
inside walls are exposed to 
moisture. For the same reason, 
automobile authorities suggest 
that the tank in your car be 
kept as nearly filled as pos­ 
sible. When you wait until the 
PRINCESS 
For Time of Featuro 
CALI 932 3621 


Tfaurs., Fri., Mon., Tues. 
7:00 9:13 
Sat., Sun 
2:00-4:13-6:26-8:39 


RATED 


BUT MAY BE 
TOO INTENSE 
FOR YOUNGER 
CHILDREN. 


PfiOOUCTIOH 
^NDROAEDA 
STRAIN H 
A UNIVERSAL flCTUK 
TBVMOOUxrPMiiMsicar 


/w v /y J H (Aj/ VjVwV A ’ 
I F . ¡ 
¿ C o f 
rwm 
I r n . <x oai 
Aug. 20-21 


BODY’S 
WOMEN S APPAREL 


FREE ROSE 


to each lady coming in the store and registering 


for the FREE door prizes listed below! 
No obligation. You do not have to be present to win. Drawing will be held Saturday 
night, August 21st at 9 p.m. Winners names will be posted in the store. 
• Dress by Vicky Vaughn 
• Pant Suit by donnkenny 
• Skirt and Top by CosCob 
• Pants and Top by Devon 
# Pr. of Jeans by H.I.S. 


OPENING SPECIAL 
BACHELOR 
GIRL 
PANTY HOSE 
REG. 
$1.00 
LIMIT 
2 PAIR 


Dresses by... 
Vicky Vaughn 
Toni Todd 
Keiuiy Classics 


Open Fri. & Sal. Nites Till 9 
Mon., Tues., Thurs.. Till 5:30 
Wednesdays Till Noon 


Sportswear by 


KNIGHTSTOWN, INDIANA 


,Mb. * # 
# 


donnkenny 
Xtrovert 
Aileen 
Red Eye 
Cos Cob 
Devon 
H.I.S. 
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Churches Now Come Equipped For 


Complete, 1-Stop Wedding Service 


By VIVIAN BROWN 
AP Newsfeatures 
Time was 'when churches and 
temples were open only for reli­ 
gious services and missionary 
work, but nowadays they are 
becoming useful most of the 
time 
Many houses of worship are 
being equipped to participate 
from pre-ceremony primping of 
the wedding party in the dress­ 
ing room to the wedding recep­ 
tion, 
entertainment 
and 
the 
bride’s departure on her honey­ 
moon. On a cold or rainy day, it 
may seem like a God-send. 
In addition such church recep­ 
tion areas can accommodate 
women’s 
clubs, 
l u n c h e o n 
groups, pot-luck dinners. 
This may seem like a new 
idea, but is really an ancient 
one, says an interior designer in 
the ecclesiastical field, Gene 
Potente, of Kenosha, Wis. 
“The idea of churches per­ 
forming as civic centers really 
isn’t new,” he says. “It dates 
back to early Gothic cathedrals, 
when everything related to the 
populace, including celebrations 
of all types. They were part of 
the religious life.*” 
Many churches either have 
remodeled existing basements 
or have drawn plans to include 
lower-level education-entertain- 
ment centers in new structures. 
Potente and his staff travel con­ 
stantly to collaborate on interior 
plans with architects of new 
buildings and to describe inno­ 
vations to clergymen who might 
be undecided on the contempo­ 
rary idea. 
Wedding parties may hold all 
marriage festivities under one 
roof at the Methodist Church at 
Charleston, Mo.; 
First Pres­ 
byterian 
Church 
at 
Pontiac, 
Mich.; St. Catherine’s of Genoa, 
Chicago; Moses Montefiore Syn­ 
agogue of Appleton, Wis., and 
hundreds 
of 
other 
religious 
dwellings. 
“Contemporary advances of 
science as well as interior de­ 
sign will influence churches in 
many aspects of the traditional 
ceremonies. In St. John’s Lu­ 
theran Church in Elgin, 111., 
plans are already made to in­ 
stall video-tape for sermons to 
be 
re-telecast,’* 
Potente 
ex­ 
plains. 
Such Innovations may lead to 
“living albums”—cassette-style 
taped weddings, in his opinion. 
While art show visitors, wom­ 


en’s clubs, and their committees 
will enjoy the handsome facili­ 
ties of the churches, brides may 
profit more than anyone from 
the trend. 


In a society where the bride- 
to-be 
must often synchronize 
her wedding date to the availa­ 
bility of a reception room at a 
hotel or restaurant, she can en­ 
joy the “instant” reception fa­ 
cilities within the church. Also, 
her dad may be ecstatic over 
the inexpensive arrangements. 
In some debt-free churches, 
Dad’s only financial responsibil­ 
ity may be for refreshments, 
flowers and a small fee for the 
room. 'Coat checking and park­ 
ing problems are solved at a 
one-stop wedding. 
A room available to the bridal 
party is often furnished with a 
lighthearted 
wallcovering 
de­ 
sign in bright colors, dressing 
tables, lavatories, lounges and 
good lighting for makeup, says 
Potente. 
If it rains, the bride packs her 
dress at home, dresses leisurely 
at the church, and emerges as a 
fair-weather bride. After the re­ 
ception, she can change for the 
honeymoon. 
Good 
acoustics, 
recessed 
lighting, carpet and 'interesting 
window designs are worked into 
the remodeling plans to help 
transform a dank basement or 


Shop 


‘U 
p f ie r f * 


DAILY, 9 TO 5 


WED. TIL NOON 


FRI. TIL 9 


YOUR BRYANT 
MAN WITH THE 
COMFORT PLAN 
“Authorized Bryant 
Dealer” 
HEATING — WIRING 
PLUMBING 
Rushville Service 
Shop 
PHONE 932-3255 


Your pen " 


And our paper 


Can make 


beautiful 


money 


together 


When you write out a Deposit Slip . . . and 


put your money in a Savings Account at 


First Federal . . . it just grows , . . and 


grows. Try it! 


SAVINGS & LOAN ASSOCIATION 
i f 
O 
F 
R 
. 
U 
S 
H 
V 
I 
L 
L 
E 


J15 NORTH m a m STREET, RUSHVIllC, IN CHAW A * * 1 7 1 


Air Force Has 


One Woman On 


Rescue Team 


LORING AIR FORCE BASE, 
Maine (AP) — The injured air­ 
man on the ground watches as 
an Air Force rescue helicopter 
hovers overhead. A medic is 
lowered on the hoist cable from 
the quivering chopper. Then he 
sees that the crewman coming 
to his rescue is a woman. 
And so he meets 
Marilyn 
Pierce of West Covina, Calif., 
the first and only woman flight 
crew member of an air rescue 
team in the Air Force. 


other area to a cheerful environ­ 
ment for many civic gatherings 
as well as the traditional Sun­ 
day school classes, choir meet­ 
ings and rehearsals. 


In crash and emergency situ­ 
ations not involving fire and in 
which her chopper cannot land, 
Airman l.C. Pierce is the first 
out the chopper door. 
Lowered to earth on the hoist 
cable, she must decide what 
the 
situation 
calls 
for 
and 
whether 
medical attention is 
needed. 
Women’s lib? 
“I’m 
not 
a 
part of 
that 
group,*’ says Marilyn. “I just 
feel I’m doing something for 
the first time. I just happened 
to be there when they asked for 
volunteers.” 
In civilian life Marilyn found 
she couldn’t get a secretarial 
job without experience, so she 
joined the Air Force. 
There she got into the medic­ 
al field and was working the 
flight surgeon’s office when the 
helicopter rescue and recovery 
detachment was being formed. 
Nothing in regulations said a 
woman couldn’t be on an air 


rescue 
flight 
crew. 
Squadron 
headquarters 
at 
Eglin AFB, Fla., sent word it 
was all right to give Marilyn a 
chance, providing the detach­ 
ment commander approved. 
Marilyn learned how to per­ 
form her job on the helicopter 
from April to June with no con­ 
cessions granted her sex. 
So far all her missions have 
been practice but Marilyn is 
looking forward to the first real 


challenge. “I’m. eager to go,” 
she says. “For once I’ll feel 
like 
I’m really 
needed 
and 
doing 
something 
for 
some­ 
body.” 
“It takes guts to work under 
a 
5,000-7,000-pound 
helicopter 
hovering over you six feet off 
the ground,” she says. “It’s 
easy for a gust of wind to come 
along and for you to get hit by 
a w'heel. I don’t know if a lot of 
girls would have 'the guts.” 


Rushville National Bank 


Savings Accounts 
Checking Accounts 
Bank By Mail 
Personal Loans 
Business Loans 


Safety Deposit 
Auto Loans 
Home Improvement 
Loans 
Certificates of Deposit 


Rush County’s Oldest Bank 
Branch Banks, Miiroy & Manilla — Member FDIC 


FRIDAY AND SATURDAY 


Complete 
3 JjM M E R 
Q««nuice 


From The Greensburg Store 


SAVE 60% TO 75% 
• Sportswear 
• Pant Dresses 
• Dresses 
# Swimsuits 
• One Lot Men’s Dress Shirts 
Short and Long Sleeves 
Values to $7 — Only $2 


OTHER ODDS AND ENDS 


H 
O 
O 
K 
S 
B 
I 
G 
9 
9 
* 
S 
A 
L 
E 
! 
FEATURING EXCITING BARGAINS FOR UNDER A DOLLAR 


PRETTY 
FASHION DOLL 


6 -Inch Mini M u. with I009 
flowing hair. She twnti ond 
h m i, com e* com plot* with 
•0 outfit. 


D E P E N D A B L E DRUG STORES 


HOOK'S MEN-IN-GRICN FILL YOUR 
PRESCRIPTIONS A S CAREFULLY A S 
THOUGH THEY WERE FILLING THEM FOR 
THEIR OWN FAMILIES 
liHy losulirt: U40, lOcc. 98c 
U80, lOcc. 1.89 


COMPARE AND SAVE 


COOL-RAY 
GLARE-FREE 
POLAROID 
SUNGLASSES 


Clastic tty le t and the 
Ifeg new looks in fothioa. 


FROM 


3 . 0 0 


SPECTRA 
FOLDING 
FEMININE 
SYRINGE 


fwiMWu Rubber 4-yeor 
oar ante* Petite travel cat*. 


3 . 8 3 


SECRET 
COOL SPRAY 
DEODORANT 


4 - O i . p e n o n o l » » i# . . * b t - 
em ito you wonfl to be careful 
end confident 


9 4 


HOOK'S 
ALLERGY 
TABLETS 
Pfcg of 24, 


6 9 


ALLEREST 


TABLETS 


M g of 24. 


A ll Hook's B ran d pro ducts a rc sold with a 
m on ey-b ack g u a ra n te e of satisfactio n . 


ADVANCE LOOK TONI 
NOME' PERMANENT......... 


S i l i STYLING ADORN 
13 Ox. HAIR S P R A Y ..... 


TAM E CREM E RINSE 
8-Oi. R*f I «ton, m 


Re turo fa pick up your 
o rd e r b la n k for your 
MISS AMERICA JADE JEW IU tT 
mi Hook1* Tom Display 


'Special' price* in thit ad 
effective thru Sunday, Aug. 22, 1971. 


STORE HOURS: 9 A.M. to 10 P.M. Daily except Sunday 9 A.M. to 9 P.M. 
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Glenw ood-- 


EVELYN ISAACS 


Euchre Party 
The monthly euchre party, 
sponsored by the Community 
Club, will be held Saturday 
evening, August 21, at the Fire- 
house. Everyone is invited and 
there will be pie, coffee and 
soft drinks. 
Birthday Celebrated 
Mrs. Addie Allard was guest 
of honor at a birthday party 
last week at the home of her 
daughter, Mr. and Mrs. Robert 
Koonns. Guests were Mr. and 
Mrs. Charles Grim me, Mr. and 
Mrs. Ed Allard and daughter 
and Mr. and Mrs. Roy Adams 
and daughters and Mr. and Mrs. 
Fred Koohns, Connersvilie, and 
Mr. and Mrs. Leroy Lucas. A 
birthday cake and ice-cream 
were served and Mrs. Allard 
received nice gifts. 
O.OJ5. Club 
Mrs, Nellie Barrett will en­ 
tertain the O.O.S. Club Wednes­ 
day evening August 25. 
Visiting from Massachusetts 
Richard Sawyer arrived Sun­ 
day afternoon from Holyoke, 
Mass., to join his wife and their 
children for a couple of weeks 
visit with Mrs. Sawyer’s moth­ 
er, Mrs. Lona Pike, and other 
relatives in Indiana. On Sunday 
evening the Sawyers and Mr. 
and Mrs. Robert Beissel and 
daughters, Tammy and Mary 
Ann. Indianapolis and Mrs. Pike 
were evening dinner guests of 
Mr. and Mrs. Don Isaacs and 
Barry. Later Mr. 
and 
Mrs, 
Chaney 
Pike 
and 
daughters 
were visitors and volley ball 
was enjoyed by all. 
At Lake Wood 
Mr. and Mrs. Fred Klein and 
children spent the weekend at 
their trailer at Lakewood, near 
New Castle. 
Reunion 
Mrs. Della Workman attended 
the 
Good pas ter 
Reunion 
at 
Shields Park, Seymour, Sunday. 
There were about 200 there to 
enjoy the bountiful picnic din­ 
ner and the music in the after­ 
noon by the Blue Grass Singers, 
from 
Southern 
Indiana 
and 
Northern Kentucky. Mrs. Work­ 
man’s nephew, Paul Goodpaster, 
is one of the group. 
At Peek Reunion 
Mrs. Etta Henry and Mrs. 
Wilbert Watterson of Conners­ 
vilie; Mr. and Mrs. Louis Guer­ 
in, Orange; Mrs. Ronald White 
and Michele and Marty and 
Nellie Barrett attended the Peek 
Reunion Sunday, at Waldron. 
W.S.C.S. Meets 
The Women’s Society of Chris­ 
tian Service of the United Meth­ 
odist Church was entertained 
Thursday afternoon at the home 
of Mrs. Belva Bingaman, north 
of town. Mrs. Louise Lambert, 
Shelby ville, 
president, opened 
the meeting with the group sing­ 
ing “Tis So Sweet to Trust 
hi Jesus.” The devotions, Psalm 
121, was given by Louise Mur­ 
phy, who also read “Way to 
Peace,” and “He Shows The 
Way,” by Ben Burroughs. 
During the business period 
roll call responses were a Bible 
verse starting with the letter, 
“Y”. Mrs. Isabelle Ball report­ 
ed 800 reading points and 42 
sick calls and cards. 
During the business period roll 
call responses were a bible verse 
starting with the letter 
Mrs. Curtis Scholl gave the 
program “The Story of the Shep­ 
herd Psalm,” and “The Seven 
Promises of the 23rd Psalm ,” 
closing with the Lord’s Prayer. 
During the social hour tasty 
refreshments were served by 
the hostess assisted by her 
daughter, Drusilla, and cards 
were signed for ill and absent 
members. 
Guests were Miss 
Louella Sembach and Karen and 
Kathy Justice. 
The next meeting will be Sep­ 
tember 9 with Miss Sara Scholl, 
southwest of town. 
4-H Picnic 
The Merry Hearts 4-H Club 
had a picnic and swimming 
party at the Rush ville Park 
Wednesday. 
Attend Wedding Anniversary 
Mrs. Leila Shields accompan­ 
ied Mr. and Mrs. Deloris Col- 
lyer of Connersvilie to the 60 th 
Wedding Anniversary of Mr. 
and Mrs. Guy Wiley, at their 
home west of Falmouth, Sun­ 
day. 
Products Party 
Mrs. Robert May, Cindy and 
Jerry, south of town, Mrs. Rob­ 
ert 
Medd and 
Mrs. 
Marvin 
Pitcher attended a Demontra- 
tion Party at the home of Mrs. 
Dennis Mahan, Arlington, one 
day last week. 
In Kentucky 
Mr. and Mrs. Don Green, 
daughters, Lisa and Joan, left 
Friday for Kentucky where they 
camped out over the weekend, 
and visited Daniel Boone State 
Park, and took a tour of the 
Old State Capital and also a 
guided tour of the new State 
Capitol, at Frankfort. 
Birthday Celebrated 
Mr. and Mrs. Ry Grizzell and 
family entertained with a dinner 
Saturday honoring their grand­ 
son, Tony, on his first birthday 
anniversary. Guests were Mr. 


C0NNERSVILLE 
Drive-In Theatre 


NOW THRU SATURDAY 
3 COLOR HITS 
Dustin Hoffman 
“Little Big Man” (GP) 
John Wayne 
“Rio Lobo** (G) 


ADDED FRI.-SAT. 
“The 1000 Plane 
Raid” (G) 


SUN.-MON.-TUES. 
2 Walt Disney’s Feature! 
In Color (G) 
“20,000 Leagues 
Under The Sea” 
And 
VBoatnlk” 


and Mrs. Dwayne Thurman and 
Miss Sandra Wilson of Indianap­ 
olis; Mr. and Mrs. Gabe Friend 
and son, Harrisburg, and Mr, 
and Mrs. Joe Thornsberry and 
children. 
Return To Florida 
Mrs. Vern Teipel, who has 
been spending a week with her 
parents Mr. and Mrs. Russell 
Ruff, flew back to Florida, 
leaving Monday morning. Her 
daughter LeAn, who flew up 
about three weeks ago with her 
father, Vern Teipel, and remain­ 
ed to visit returned home with 
her mother. 
At Versailles State Park 
Mr. and Mrs. Robert May 
and Jerry and their daughter, 
Mr. and Mrs. Robert Pitcher, 
had an outing Sunday at Ver­ 
sailles State Park, celebrating 
Mrs. Pitcher’s birthday anni­ 
versary. 
Community Club Meeting 
The regular Community Club 
meeting was held Wednesday, 
August 11, at the Firehouse with 
the president Mrs. Diane Medd, 
in cnarge. The secretary’s and 
treasurer’s reports were approv­ 
ed. The Sporting Events bills 
were presented by Mrs. Betty 
McDivitt and membership dues, 
were received bv the treasurer, 
Mrs. Phyllis Green. Richard 
Wolfe volunteered to contact 
Denzü 
Corn 
about 
drawings 
needed for the building. 
Robert Meyers will ask the 
inspector for permission to close 
the ends of the building and if 
granted, August 21 will be a 
workday to do so. Volunteer 
help will be needed. 
It was announced the Euchre 
Party will be August 21 at the 
Firehouse at 8 p.m. and the 
Wiener roast and dance, son- 
sored by the Community Club, 
will be August 29 at 6:30 and 
8 
p.m. 
at 
the 
Community 
Grounds. .All members are ur­ 
ged to attend. Mr. and Mrs. 
Donald Green have donated a 
refrigerator for use in the Com­ 
munity Building. 
Attend Wedding 
Mrs. Addie Allard and daugh­ 
ter, Mrs. Robert Koohns, and 
son, Bob, and Mr. and Mrs. 
Leroy Lucas attended the wed­ 
ding of the former’s son “Bud” 
Allard to Martha Steele of Con­ 
nersvilie, at the Falmouth Bap­ 
tist Church at 2 Saturday af­ 
ternoon. 
Nephew Drown* 
Mr. and Mrs. Gerald Pollitt 
were with her sister, Mr. and 
Mrs. Virgil Elder, at Rushville 
Sunday evening as their son, 
Larry, had drowned south of 
Rushville in the afternoon. 
Fishing Trip 
Mr. and Mrs. Don Lamb, 
southeast of Connersvilie, and 
her father, Oscar Ross, spent 
Thursday 
till 
Saturday 
near 
Washington, on a fishing trip. 
Birthday Dinner 
Mr. and Mrs, Bill Workman 
and children entertained Satur­ 
day at dinner for their son, 
Scott, for his 6th birthdav anni­ 
versary. Guests were Mr. and 
Mrs, Stanley Howard and Jun­ 
ior of Orange; Mr. and Mrs Ed 
Cooper near Everton, and Mrs. 
Della Workman. 
Wesleyan Service Guild 
The family picnic of the Wes­ 
leyan Service Guild of the Unit­ 
ed Methodist Church will be held 
Monday , August 23. at the home 
of Mr. and Mrs. Jerry Carpenter 
at 6:30 p.m. There will be a 
pitch-in 
supper 
and 
wiener 
roast 
Locals 
Mrs. Myrtle Hunter spent Sat­ 
urday afternoon and evening 
with her daughter, Mr. and Mrs. 
Richard Wolfe. 
Mr. and Mrs. John Koohns 
and daughters, Rushville and 
Mr. and Mrs. Fred Koohns of 
Connersvilie were Sunday din­ 
ner guests of their parents, Mr. 
and Mrs. Robert Koohns and 
mother, Mrs. Addie Allard. Mr. 
and Mrs. Mike Crowell, Colum­ 
bia were evening visitors, 
Mrs. Jim Meyer and son, 
Bruce, near Rushville visited 
her 
parents, 
Mr. 
and 
Mrs. 
Thurston Rebout, one day last 
week. 
David Stamm, who attends 
Purdue University at Lafayette, 
has returned to the home of his 
parents, Mr. and Mrs. Edward 
Stamm, for a visit till the fall 
semester starts. 
Mr. and Mrs. Vernon Grizzell 
and her sister, Mr. and Mrs. 
Walter Alsip, enjoyed a fishing 
trip along Whitewater' River 
Sunday. 
Mrs. Richard Stevens and Joy 
and Joey were supper guests 
Sunday evening of her parents, 
Mr. and Mrs. George Alford, 
near ShelbyviOe. 


Mr. and Mrs, Leroy Lucas 
visited Mr. and Mrs. Lonnie 
Webb at St. Peters. 
Mr. and Mrs. Larry Hatfield 
and daughter, Kristiana, of Cen­ 
terville, visited her parents, Mr. 
and Mrs. Thurston Bebout, Sun­ 
day afternoon. 
Several from here attended 
the Center Christian Church and 
Glenwood 
Christian 
Church 
baseball game at Mays Sunday 
afternoon. Center won 14-23. 
Mrs. Daisy Riley and grand­ 
son, David Pruet, Bloomington, 
who is visiting here spent Thurs­ 
day with her sister, Mrs, Mil­ 
dred Scott, at Andersonville. 
Mr. and Mrs. Lonnie Lykens 
and daughter visited Mr. and 
Mrs. Herschell Allen and fam­ 
ily at Metamora Sunday after­ 
noon and in the evening they 
visited Mr. and Mrs. William 
Allen there. 
Mrs. Mildred Fields of Elling­ 
ton, Fla., who is visiting in 
Indiana spent one day last week 
with her sister, Mrs. Geneva 
Lin ville. 
Mr. and Mrs, Tom Medd and 
children spent the weekend with 
relatives at Hastings, Michigan, 
and Mrs. Elsa Hilligoss who 
had been visiting there returned 
here with them. 
Mrs. Marilyn Workman and 
children, north of town, were 
luncheon guests one day last 
week of Mrs. Della Workman. 
Rev. and Mrs. Art Helsley 
and son of Malvern, Ohio, were 
luncheon guests Monday of Mr. 
and Mrs. Oscar Ross and then 
were overnight guests of the 
Ross’, 
Mr. and Mrs. Roy Tope of 
Fort Wayne spent the weekend 
with his parents, Mr. and Mrs. 
Roy Tope. The latter Mr, Tope 
is somewhat ill. 
Mr. and Mrs. Chase Medd, 
Mrs. Elsa Hilligoss and Mrs. 
Maggie 
Medd 
and 
daughter, 
Mrs. Frances Derry, were sup­ 
per guests one evening last week 
of Mr. and Mrs. Tom Medd and 
children. 
Mr. and Mrs. Jack Isaacs and 
family, near Richmond, were 
supper guests Saturday evening 
of Mr. and Mrs. Oscar Ross. 
Mrs. Oneta Richardson was a 
Sunday dinner guest of Mr. and 
Mr. Robert Simpkins and fam­ 
ily, northeast of town. 
Mrs. Louise Lambert, Shelby- 
ville, a former Glenwood resi­ 
dent, spent Thursday evening 
with Mrs. Geneva Lin ville. 
Mr. and Mrs. Wendell Morgan 
and son, Rick, of Tipp City, 0, 
and Mrs. Hazel Morgan, of Dub­ 
lin, visited Mr. and Mrs. Tom 
Medd and children one evening 
last week. 
Mrs. Mud Lucas and grand­ 
son Bobby Smith, spent Mon­ 
day with Mrs, Nola Case and 
family at Connersvilie. Bobby 
Lee, who had a recent auto 
wreck and was injured quite 
seriously was able to return to 
work Tuesday. 
Mrs. Della Workman was a 
luncheon 
guest 
Thursday 
of 
Lawrence Hamon, at Rushville. 
Mrs. 
Don Isaacs and son, 
Barry, and his houseguest, Tim­ 
my Marc Caldwell, of Holyoke, 
Mass. accompanied by Harry 
Scott south of Connersvilie, who 
spent the day and evening with 
the Isaacs family, visited Mr, 
and Mrs. B.H. Martin at Rich­ 
mond Monday aftdrnoon. 
Mrs. Lona Pike called on Mr. 
and Mrs. Clyde Caldwell, east 
of Fairview, Monday afternoon 
after she had taken her grand­ 
daughter, Miss Cha mi a Caldwell, 
of Mass., there to visit her 
grandparents a few days, 


Ohio Woman Leads Drive To Put 
Prayer Back In Public Schools 


By THOMAS G. REES 
Associated Press Writer 
AKRON, Ohio (AP) — What 
started out as an attempt by 
Mrs. Ben Ruhlin to show her 
son he could have faith in 
adults has turned into a 2V4- 
year crusade to have prayer re­ 
stored to public schools. 
In that time, the Cuyahoga 
Falls housewife has worked on 
a discharge petition to get a 
public school prayer amend­ 
ment out of the U.S. House 
J u d i c i a r y Committee* The 
amendment has been bottled up 
in 
committee 
by 
chairman 
Emanuel Celler, D-N.Y.» who 
says he opposes the amend­ 
ment on constitutional grounds. 
Mrs. Ruhlin and some aides 
were able to get 197 congress­ 
men’s signatures on the petition 
before Congress began a 30-day 
recess last month. And she be­ 
lieves the other 22 signatures 
needed to get the amendment 
out of committee will be obtain­ 
ed after Congress reconvenes 
next month. 
“My 
youngest—Benny, 
14- 
came home one day and asked, 
‘Why do we park God outside of 
school’?” she said, “I asked 
him why he thought we did and 
he said be had learned that the 
church and state say to do 
this.” 
Mrs. Ruhlin said she told her 
son she would see what she 
could do about it and he chided 
her, saying, “You’ll probably 
be like all other grownups’’ and 
forget about it. 
“He said that if they have 
prayer to open sessions of the 
U.S. Supreme Court, the Senate 
and Congress, then what do 
they mean by church and state 
separation?” she said. “This 
led me to think that we as 
grownups should do something 
and that’s when I went to my 
congressman, Bill Ayers.” 
Ayers was defeated in the 
last congressional election, but 
Mrs. Ruhlin said she still goes 
to him when she needs help. 
She said a friend of her old­ 
est son, John, 22, suggested the 
ament men! could be released 
from committee by a discharge 
petition and she went to work 
on that angle. 
Mrs. Ruhlin, a member of the 
Bethany 
United 
Church 
of 
Christ, said many organizations 
from around the country have 
worked with her organization, 
the National Prayer Group, in 
soliciting signatures from con­ 
gressmen. 
She said much of her support 
has come from the American 
Legion and the Veterans of 
Foreign 
Wars, 
Parents 
for 
Prayer on the West Coast and 
Citizens for Public Reverence 
in Pittsburgh and New York. 


Baton 


Twirling 


Classes 


ENROLL NOW! 


Lessons Begin Sept. 11 


Twirling — Marching — Dance — Twirl Routines 


Call: Mrs. Ken Pennington 


Former National Twirling Champion 
Member of National Baton Twirling Assoc. 
Registered with National Academy of Twirling Teachers 


PHONE 932-3027 


NOTICE TO TAXPAYERS OF TAX LEVIES 


In the metier of determining the tax re tee for certain purposes by Union Township, before the Townahip Ad­ 
visory Board, Rush County. Indiana. 
Notice Is hereby given the taxpayers of Union Townahip, Rush County. Indiana, that the proper officers of said 
township, at their regular meeting place, on the 31st day of August. 1971, will consider 'the following budget: 


TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP FUND 


Pay of Trustee, Rent, Clerical and Travel 
Expenses -----...---------,----- 
$1,790.00 
Books, Stationery. Printing and Advertising 
300 00 
Care of Cemeteries __ 
— 
100.00 
O ther Civil Townahip E xpeneea 
a---------------- 
550 00 
Total Townahip Fund __________________ ....*2,7«0 00 


TOWNSHIP POOR RELIEF FUND 
B. Direct Relief 
1. Medical, Hospital and Burial ------------- 
2. O ther Direct Relief ------------------------ 
3. Total Direct. Relief 
----------- 
C. O ther Relief 
1. Jo in t Expense .. 


..$ 500.00 
... 
800.00 
...$1,300.00 


_ 
_ 
_ 
........ 
7.50.00 
Total Townahip Poor Relief Fund ---------42,050.00 


ESTIMATE' OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 
1. Total Budget Estimate for Incoming year. Jan. 1 to Dec. 31, 1972. inclusive .— ..... 
2. Necessary Expenditures, July 1 to Dec. 31. present year, to be made from appropri­ 
ations unexpended _____..______________________________________________________ _ 
5. Total Funds Rsquired ..-------------- —— 
-------- ------------------------------ 
FUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
0, Actual Balance, June' 30th of present year ---------------------------- 
—---------------- 
7. Taxes to be collected, present y e a r ------------------------------------------------------------ ------------ 
1. Miscellaneous Revenue to be received, July 1 of present year to Dec. 31 of incom­ 
ing year 
a. Special T a x e s---------- 
....------- ---------------------------- ------------------- -------- --------------- 
Total Funda 


Townahip 
Fund 
$2,740.00 


1,800 00 
$4,540 00 


2.979 00 
1,009.00 


9. 
10. 


11. 
12. 


NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31»t OF IN­ 
COMING Y E. AR 
— 
-....------ 
-. .......... 
¡rating Balance ....................................................... 
TO BE RAISED BY TAX LEVY -------- 


Net Taxable property 


FUNDS 
Townahip „ 
Total 


PROPOSED LEVIES 
.$3,456,180.00 
Levy on 
Property 
_ $ .06 
... $ 06 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


FUNDS 


Township .. 
Total 


Collected 
1968 
$2.534 00 
$2,534.00 


Collected 
1969 
$2,790 00 
$2,790.00 


Collected 
1970 
$2,792.00 
$2,792.00 


..... 
167 00 
$4.155 00 


_ 4 385 00 
..... 1,700 00 
$2,085 00 


Amt. to 
Be Raised 
$2,085 00 
$2.085 00 


To 'Be 
Collected 
1971 
$2.346 00 
$2,346 00 


Taxpayers appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sented to 'the 'County auditor not later than two days, prior to' the second Monday In September, and the levy fixed 
by the county tax adjustment board, or on their failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the state board of tax commissioner for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the tenth day after publication by the county auditor of tax rates charged, whichever date la later, and the 
state board of tax commissioners will fix a date fo^-hearing In this, county. 
Rep.: August 12-19 
ROBERT OSTINO, Trustes 
Tele.: August 13-20 
UNION TOWNSHIP 


“The latest poll by the Citi­ 
zens 
for 
Public 
Reverence 
shows that 84 per cent of the 
people in the nation favor the 
amendment and a Gallup Poll 
shows 90 per cent in favor,” 
Mrs. Ruhlin said. 
“I am a firm believer in 
Jesus Christ,” she said, “but I 
would not impose my views on 
others.” She said she would fa­ 
vor prayer to God, hut would 
not necessarily advocate use of 
traditional forms of Christian 
prayer, 
Mrs. Ruhlin says she signed 
a note for $2,000 to get the 
prayer group project going, She 
said she has put about $5,000 
into it altogether, selling some 
property and stocks to raise 
some of the money. 
The 
proposed 
constitutional 
amendment permitting school 
prayers stems from a 1963 Su­ 
preme Court ruling that barred 
required 
Bible 
reading 
and 
compulsory prayers in public 
schools. The amendment would 
specifically 
allow 
voluntary 
prayer. 


• TTiis pharmacy combines 


all the qualities essential to 


fine prescription service: pro­ 


fessional skill and 
sincere 


personal 
interest 
in 
your 


health problem. 


• We earnestly solicit your 
prescription business on the 


merit of the SERVICE we are 


prepared to give. Outstanding! 
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NOTICE TO TAXPAYERS OF TAX LEVIES 
In the matter of determining the tax rates for certain purposes by Center Township, before 'the Township Ad­ 
visory Board, Rush County, Indiana. 
Notice is hereby given the taxpayers, of Center 'Township, Rush County, Indiana, that the proper officers of 
saki township, at their regular meeting place, on the 31st day of August, 1971, will consider the following bud- 


TOWNSHIP BUDGET CLASSIFICATION' 
TOWNSHIP FUND 
Pay of Trustee, Rent, Clerical and Travel 
Expenses ____________ 
_ 
Books, Stationery, Printing and Advertising 
Care of Cem eteries .......__________________ 
Fire Protection _____ _____ __ ____________ 
Other Civil Township Expenses __ 
,, 
Total Township Fund _________________ 


.41,790.00 
.. 
330.00 
.. 
350.00 
„ 
800.00 
.. 
900.00 
..$4,190.00 


TOWNSHIP POOR RELIEF FUND 
A. Administration 
2. Other Operating E xpenses 
— 
B. Direct Relief 
2. Other Direct Relief _____________ 
Total Townahip Poor Relief F u n d ------ 
RECREATION FUND 
Center Community Park ...... 
Total Recreation Fund ... 


$ 150.00 


1,350.00 
41500.00 


300.00 
500.00 
ESTIMATE OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 
1. Total Budget Estimate for Incoming year, Jan. 1 to Dec. 31, 1972, in clu sive 
______ 
2- Necessary Expenditures, July 1 to Dec. 31, present year, to' be' made from appropria­ 
tions unexpended 
5. Total .Funds Required ...... 
_ _ _ _ _ _ _ _ .............. 
* 
FUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
6. Actual Balance, June 30th of present year 
. .... 
, 
7. Taxes to be collected, present y e a r ___________ 
8. Miscellaneous Revenue to' be received, July I of present year to Dec. 3:1 of Incoming 
year 
a. Special Taxes ___ ...______ ___________________________ ____________________________ 
9. Total Funds 


Township 
Fund 
.$4,190.00 


. 2,071.00 
40,261.00 


1.724.00 
1.971.00 


10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st OF INCOM­ 
ING YEAR 
, 
____ _________ 
11. Operating Balance 
12. AMOUNT TO BE RAISED BY TAX LEVY 


. 
454.00 
..$4,149.00 


.42,112.00 
. 1,000 00 
..$3,112.00 


Net Taxable property 


.FUNDS 
Township 


PROPOSED LEVIES 
..$3.641,880.00 


Center Community Park 
T o ta l 
._______ 


Levy on 
Property 
....4 .086 
__ .015 
_$ .101 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Amt. to 
Be Raised 
$3,112.00 
500.00 
$3,612.00 


.FUNDS 


Township ... 
Total . 


Collected 
1968 
*3,187.00 
$3,187.00 


Collected 
1969 
*3,458.00 
$3.458.00 


Collected 
1970 
$4,260.00 
$4,318 
$4.260.00 
$4,318 


To Be 
Collected 
1971 
00 
18.00 


Taxpayeos appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sented to the county auditor not later than two days prior to the second Monday In September, and the levy fixed 
by the county tax adjustm ent board, or on their failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the state board of tax commissioners for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the ten th day after publication by the county auditor of tax rates charged, whichever date Is later, and the 
state board of tax commissioners will fix a date for bearing In this county. 
Rep.: August 1.2-19 
RICHARDL. SMALL,Trust*» 
Tele.: August 13-20 
CENTER TOWNSHIP 


NOTICE TO TAXPAYERS OF TAX LEVIES 


. 
the matter of determining the tax rates for certain purposes by Washington Township, before the Township 
Advisory Board, Rush County, Indiana. 
Notice Is hereby given the taxpayers of Washington Township, Rush County, Indiana, that the proper officers of 
said township, at their regular meeting o'ace, on the 31st day of August, 1971, will consider the following bud­ 
get: 
" * 


TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP FUND 
Pay of Trastee, Rent, Clerical. & Travel Exp. 
Books, Stationery. Printing & Advertising __ 
Care of C em eteries______________________ _ 
Fire Protection _________ 
..... 
Other Civil Township Expenses ______ "_____ 
Total Township F u n d _________ ________ 


TOWNSHIP POOR RELIEF FUND 
A. Administration 
2. Other Operating Expenses ------ ....------ 
B. Direct Relief 
1. Medical, Hospital and Burial — ______ 
2. Other Direct Relief _________________ 
3. Total Direct Relief ...... 


$1,423 00 
. 
250.00 
100.00 
. 1.006.00 
. 
430.00 
43,203.00 
Total Township Poor Relief Fund - 
ESTIMATE OF FUNDS TO BE RAISED 
FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 


1. Total Budget Estimate for Incoming year, Jan. 1 to Dec. 31, 1972, Inclusiva _ 
2. Necessary Expenditures, July 1 to Dec. 31, present year, to be made from appropri­ 
ations unexpended _______ 
_ 
_-_______________________________ ____ ______ 
5. Total Funds Required ___________ ______________________ __ 
__________ 
____ 
FUNDS ON HAND AND TO BE RECEIVED .FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
6. Actual Balance, June 30th,of present y ea r_________________ __ __________________ 
7. Taxes to be collected, present year 
8. Miscellaneous Revenue to be received, July 1 of present year to Dec. 31 of Incoming 
year 
a. Special Taxes 
____________________________ 
-. 
_ __ _ 
9 Total Funds 
... _________-___ 
" 
~ 
10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSES TO DEC. 31st OF IN­ 
COMING YEAR .... 
. -... — 
.. 
......... 
........ 
11. O perating Balance __________________ 
-......... . 
12. AMOUNT TO BE RAISED BY TAX LEVY__________________________________________ 


4 100.00 
600.00 
800.00 
- 41;400.00 
$1,500 00 


Township 
Fund 
....43,203.00 


1,500',00' 
1,703.00 


1.274.00 
1.560.00 


195.00 
$3.029,00 


.._.$! ,674.00 
....... 1,600 00 
.....$3,274.00 


Net Taxable property 
PROPOSED LEVIES 
43,395,610.00 


FUNDS 
Township 
Total __ 


FUNDS 


Township._ 
Total.. 


Levy on 
Property 
$ .10 
$ .10 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Collected 
1968 
$ '00:00' 
$ 
00 00 


Amt. to 
Be Raised 
$3,274.00 
$3,274.00 


To Be 
Collected 
1971 
$3,145.00 
$3,145 00 


Taxpayers appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sented to the county auditor not later than two days prior to the second Monday In September, and the levy tixed 
by the county tax adjustm ent board, or on their failure so to do, by the county auditor, ten. or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the state board of tax commissioners for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourtlj Monday of September or on or 
before the ten th day after publication by the county auditor of tax rate# charged, whichever date Is later, and the 
state board of tax commissioners will fix a date for hearing In this county. 
Dated August 31. 1971. 
Rep.: August 12-19 
MARVIN VANNATTA, Trastea 
Tele..: August 13-20' 
WASHINGTON TOWNSHIP 


Collected 
1969 
$2.727.00 
$2,727.00 


Collected 
1970 
$2,992:00' 
$2.992.00 
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Charge It Or Use 


Our Layaway Plan 


Rushville's Fashion Center 
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News, Views and Suggestions for Farmers and Homemakers 
around the county 
I 
w 
By A1 Zukunft 
Area Extensión Agent 


Certified Seed Directory 
Recently the Rush County 
Extension Office received a good 
supply of the 1971 Indiana Certi­ 
fied Seed Directory. This dir­ 
ectory lists the sources of certi­ 
fied wheat, rye, crown vetch 
and winter oats. 
This directory lists other 
things than source of certified 
seed: as description of wheat 
varieties, small grain field stan­ 
dards, summary of field perfor­ 
mance. The wheat seed sources 
are available for the following 
varieties here in the State: Ar­ 
thur, Monon, Blueboy, Knox 62, 
Red Coat and Logan. 
There are four producers list­ 
ed having seed available for 
crown vetch. Crown vetch is a 
long lived, winter hardy, peren­ 
nial herbaceous legume with an 
underground spreading root sys­ 
tem. It has resistance to many 
common insects. Unitil recently, 
it’s primary use in Indiana has 
been for highway erosion control 
on cuts and fills and road side 
beautification. It can also be 
used as a forage. If you have 
seen a legume along the high­ 
way with purple-violet blooms, it 
probably was crown vetch. 
Rush County Pork Producers 
The Rush County Pork Pro­ 
ducers are asking for reserva­ 
tions by September 9 for their 
September 16 Pork Producers 
Banquet. This is to be held in 
the basement of the Rushville 
Production Credit Building at 
7:00 p.m. Tickets are $2 50. Don 
Bacon and his Sunday School 
Class from the Moscow Chris­ 
tian Church are serving the 
meal. Supporters of the 1971 
Rush County 4-H Pig Sale are 
to be guests of the county Pork 
Producers organization. 
Tickets may be secured from 
the County Extension Office or 
one of the Rush County Pork 
Producers Board of Directors. 
Orin “Dick” Lower is president 
of this group and Doug Linville 
is treasurer. George Miller of 
the Rush County Coop has tick­ 
ets also. 
An intensive effort has been 
made to secure two representa­ 
tives from each township to 
serve on the Board of Director* 
of the Pork Producers Associa­ 
tion. At this time the following 
people represent the townships: 
Anderson Township — Nor­ 
man King and William Morgan; 
Center Township —* Everett 
Stanley and Kenneth Waits; 
Jackson Township — Ray Bosse 
and Kenneth Oldham; Noble 
Township — Delbert Kramer 
and Edward Meyer; Posey 
Township—Robert VanOsdol and 
Joe Kramer; Richland Town­ 
ship — Dick Lower and Russell 
Angle; Ripley Township — John 
R. White and Richard Cox; 
Rushville Township — Denver 
Liggett; Union Township — 
Steve Osborne and Francis Gor­ 
don; Walker Township — Lee 
Seim; Washington Township — 
Bob Morgan and Louis Hall. 
Still to be contacted are re­ 
presentatives 
from 
Orange 
Township and one for Rushville 
and Walker Townships. 
Purdue Swine Day 
September 3, 1971, starting 
with registration at 8:30 a.m. 
will be the fifty - first annual 
Purdue Swine Day Program. 
This program will be held at 
the Purdue Livestock Pavilion 
one mile north of the U.S. 52 
By-Pass on West Lafayette 
County Farm Road. An equip­ 
ment display will be ready for 
viewing at 9:00 a.m. The actual 
program will get underway at 
10:00 a.m. 
The morning program will 
feature the hog price picture. 
Prices on raw agriculture pro­ 
ducts are exempted from the 
new fiscal economy regulations; 
so it remains to be seen how 
hog prices will react. Also to 
be discussed is artificial repro­ 
ductivity in swine, atrophic 
rhinitis, Swine dysentery and 
African Swine Fever, animal 
waste disposal, land application 
r*tes, sorghum for swine and 
feeding systems with provisions 
for animal drug withdrawal. 
The Purdue Block and Bridle 
Club will serve a ham luncheon 
starting at 11:45 a m. In the 
afternoon, Ken* Kohl, executive 
vice-president of the Indiana 
Pork Producers will report on 
this organization’s activities. 
Following Mr. Kohl’s discussion, 
three hog producers, Rabin Pul* 
lin of Rennsselaer; Bill Rothen- 
berger of Frankfort, and Leo 
Bernhard of Elwood, Illinois, 


will give illustrated slide talks 
on confined sow housing man­ 
agement systems as handled on 
their farms. 
At 3:30 p.m. there will be 
the annual Indiana Certified and 
performance Tested Boar Sale. 
4-H Reef Club Calf Salea 
4-H Beef Club Calf members 
who can’t find locally a suitable 
calf might make note of two 
4-H calf sales coming up. The 
first one is the eighteenth annu­ 
al Connersville District 4-H Calf 
Sale to be held Saturday, Sep­ 
tember 18, 1971, at the Fayette 
County Fairgrounds Sale time 
is 1:00 p.m. This auction will 
feature both registered heifers 
and steers. 
There will also be a sale of 
steers only at Springville Feed­ 
er Auction. This sale is spon­ 
sored by the Lawrence County 
Cattlemen’s Association Satur­ 
day, October 9, at 1:00 p.m. 
Springville is located 10 miles 
northwest of Bedford, Indiana, 
on Highways 54-58 There will be 
19 crossbred Charoláis, Angus, 
Hereford, and Shorthorn calves 
offered along with 23 Angus and 
18 Hereford calves. 
Feeder Auction Results 
August 11, a feeder pig sale 
was held at the Muscatatuck 
Valley Feeder Auction Associa­ 
tion which is located in the Jen­ 
nings County Fairgrounds north 
of North Vernon on Highway 3. 
Seven hundred seventeen pigs 
were sold weighing an average 
of 60 pounds and brought an 
average of 24.15 a hundred 
weight or average price of $14.53 
per pig. 
Swine Management Tips 
For maximum pig perform­ 
ance avoid mixing pens or group 
of pigs. Pigs have a definite 
social or pack order with a boss 
in every group. The social order 
is upset and fighting results 
whenever regrouping occurs. In 
confinement, limit the size of 
groups to about 25 pigs of uni­ 
form weight. Dock tails at birth 
to minimize tail-biting later. 
Gilts require more protein 
than barrows. Separating var- 
rows and gilts during the finish­ 
ing phase may result in lower 
feed costs and improved per­ 
formance, but remember the 
grouping problem of above. Re­ 
commended protein levels from 
125 pounds to market are 15 
percent for gilts and 13 per cent 
for barrows. 
Indiana State Fair 
Don’t forget the State Fair 
opened today, August 19, and 
continues to and including Au­ 
gust 29. 


Ry EARL ARONSON * 
AP Newsfeatnres 
How do plants reduce noise 
levels? 
Connecticut Agricul­ 
tural Experiment Station in­ 
vestigators report that vegeta­ 
tion was more effective in re­ 
ducing the higher, more pierc­ 
ing and annoying frequencies 
than the lower or deeper ones. 
Another study found that all 
plants reduced all frequencies 
about the same. 
Leaves absorb little sound at 
low frequencies but consid­ 
erable amounts at higher fre­ 
quencies. Used were vastly dif­ 
ferent foliage vegetation, stem 
diameters and densities and 
ground conditions. 
When little foliage is present, 
as in pine, hemlock and bare 
brush, sound is reduced by 
stems or by ground. Stems 
were ineffective at low frequen­ 
cy and only moderately effec­ 
tive at high frequency. 
Soft ground absorbs consid­ 
erable amounts of moderately 
low frequency sound but is in­ 
effective at very low or at very 
high frequencies. 
Leaves and stems reduce 
transmitted sound mainly by 
scattering, while soft ground 
absorbs sound. A hard, im­ 
pervious soil would absorb 
much less. 
Foliage, stems and soil all re­ 
duce sound transmitted near 
the ground. 
“Trucks starting up from 


Getting Your Money’s Worth 


|)UBST 1TUTE LOW-COST,HIGH-PR0TEIN 
POULTRY,FISH, CHEESE FOR PART OF 
THE 185 LBS. OF BEEF EACH AMERICAN 
EATS A YEAR AND SAVE UP TO Vi 
ON FOOD BILLS. 


/HOLE GRAIN OR ENRICHED BREADS 
ARE INEXPENSIVE, FILLING AND 
PROVIDE B-VITAMINS AND IRON. 
GREAT FOR 6R0WING CHILDREN. 


§H(50SE CONVENIENCE FOODS CAREFULLY. 
SOME, LIKE FK6Z.EN PINNERS,HAVE HIGH 
COST PETR SERVING. OTHERS, LIKE BATTLED 
LEMON JUICE,SAVE MONEY. THE LEMONS 
YOU'D SQUEEZE "TO FILL A QUART 
BOTTLE OF REALS MON WOULD COST 
ABOUT 5 TIMES AS MUCH. 


Beef Cow Size — Is It Important? 
Corn G rowers 
LAFAYETTE, Ind. — How 
important is brood cow size? 
That question, says L.A. Nelson, 
Purdue University extension ani­ 
mal scientist, is one of those 
cattlemen ask most often. 
Nearly all cattlemen agree, 
he adds, that it costs more to 
maintain large cows than it 
does small cows. But some cat­ 
tlemen argue that Mg cows 
wean heavier calves than do 
small ones. 
Cow size means different 
things to different persons, he 
notes, adding: “We are gener­ 
ally referring to skeletal size 
or genetic size rather than 
weight of the cow.” 
Weight alone is not a good in­ 
dicator of cow size since fat­ 
ness or flesh condition varies. 
Too, a cow’s weight is mainly 
determined by bone, muscle, 
fat and her digestive tract, Nel­ 
son points out. Young cows, for 
instance, are still depositing 
bone and muscle, whereas old­ 
er cows are more likely laying 
down fat. However, knowledge 
of a cow’s age and her gesta­ 
tion or lactation status tempers 
this limitation. 
What does that mean to the 
commercial cattleman? 
In replay, Nelson offers these 
observations: 
Maintenance requirements are 
proportional to a cow’s body 
weight; 
Fixed cost per animal is less 
per unit of body weight for 
large cows than for small cows 
Calves from large cows have 
the ability themselves to pro­ 
duce heaver progency than 
calves from small cows; 
Cow weight and weight of her 
calf are related, but likely dif­ 
fer within each breed and man­ 
agement system; 
Selection for increased weight 
at weaning or at 12 months will 


highway toll booths emanate 
considerable energy at low fre­ 
quencies,” 
the 
researchers 
said. “The best way to reduce 
this annoyance is a narrow 
band of soft ground very near 
the source, because once the 
low frequencies have travelled 
beyond the point where the 
ground is effective, they travel 
great distances suffering only 
meagre reduction per doubling 
of distance. 
“On the other hand, high 
speed traffic generates higher 
frequencies that are better re­ 
duced by dense foliage.” 
The same results hold for the 
same sounds traveling between 
nearby houses. In congested 
areas where space is a prob­ 
lem, plants do offer more than 
just the psychological advan­ 
tage gained by screening the 
view of the source of noise. 


result in heavier calves at birth 
and larger cows at maturity; 
Select calves (for replace­ 
ments) on their own perfor­ 
mance, not on the size of their 
dams, and likewise do not select 
cows (for retention in the breed­ 
ing herd) on their size, but on 
the size of their calves at 
weaning 
(adjusted 
205-day 
weight.) 
Do not mate small cows with 
massive, extremely muscular 
bulls or they may encounter 
difficulty at calving time. 
“It is much more profitable 
to maintain a highly fertile cow, 
regardless of her size, than to 
feed a small or large cow that 
occasionally weans a calf,” Nel­ 
son emphasizes. 
“Cull your open cows first, 
and then elimnate cows that 
raise light calves, regardless of 
the size of the cow,” he sug­ 
gests. 


COOKING 
IS 


Auk Changes 
BOONE. Iowa (AP) — The 
National Corn Growers Associ­ 
ation called today on Secretary 
of Agriculture Clifford Hardin 
to increase the national aver­ 
age corn loan level by 25 cents 
to $1.25 a bushel. 
Walter W. Goeppinger of 
Boone, president of the associ­ 
ation asked in a telegram to 
Hardin that an acreage con­ 
trolled production program for 
com, similar to a program of 
the 1960s, be reinstituted next 
year. 


PU Swine Day 
Set For Sept. 3 
At Farm Center 
LAFAYETTE. Ind. — The hog 
price outlook for this fall and 
winter... African Swine Fever... 
land application of animal waste 
...confined sow housing manage­ 
ment systems. 
These are among features of 
Purdue University’s 51st annual 
Swine Day September 3 at the 
livestock pavilion on the Pur­ 
due Farm Center, one mile 
north of U.S. 52 by-pass on 
County Farm Road. 
Following registration at 8:30 
a.m., EST, visitors can look 
over an equipment display. The 
general session begins at 10 
o’clock. 
Purdue agricultural economist 
J. William Uhrig will open the 
program with a look at the hog 
price picture for 1971-72. Then 
Purdue animal scientist Wayne 
Singleton will discuss the cur­ 
rent situation on frozen swine 
semen. 
Purdue agronomist Jerry Man- 
nering will talk about rates 
of animal waste application on 
land, and Purdue agricultural 
engineer Bruce McKenzie will 
outline feeding systems with pro­ 
visions for animal drug with­ 
drawal. Purdue animal scien­ 
tist James R. Foster will then 
discuss sorghum as a swine 
feed. 
Atrophic rhinitis, swine dy­ 
sentery. and African Swine Fev­ 
er, serious swine disease, will 
be discussed by Purdue veteri­ 
narian K. B. Meyer to conclude 
the morning session. 
The Purdue Block and Bridle 
Club will sponsor a ham lunch­ 
eon. 
Ken Kohl, executive vice pre­ 
sident of the Indiana Pork Pro­ 
ducers Association, will open 
the afternoon program, also in 
the pavilion, with a progress re­ 
port on the 1PPA. 
Then a trio of swine produc­ 
ers will present a panel discus­ 
sion on their confined sow hous­ 
ing systems. 
Panelists will be Rabin Pullin, 
Rensselaer; William Rothenber- 
ger, Frankfort, and Leo Bern- 
hard, JSlwood, III. Purdue ani­ 
mal scientist Hobart W. Jones 
will, summarize the discussion 
and comment. A question and 
answer session will follow. 
The annual production tested 
and certified boar sale will ha 
held at 3:30 o’clock at the In­ 
diana Swine Evaluation Station 
on Purdue’s nearby livestock 
experimental farm. Boars will 
be consigned from Indiana lit­ 
ters which have met standards 
of the station and the state field 
certification program. 


Corn Borer 
Activity Up 
In Indiana 
LAFAYETTE. Ind. — Hoosier 
corn growers, especially those 
in the northern half of Indiana, 
can expect more European Corn 
Borer destruction this year than 
in 1970, says David Matthew, 
Purdue University extension en- 
tomoligst. In southern Indiana 
Borer infestations are expected 
to about the same as last year. 
Second generation borer egg 
masses and larvae are present 
in many fields. Thése egg mass­ 
es are usually laid on the under­ 
side of corn plant leaves near 
developing ear shoots. After 
hatching the tiny larvae spend 
about half of development stage 
feeding on pollen which has 
collected in the axials of the 
leaves. Later they will bore into 
the com stalks, ear shank and 
sometimes into the ear. When 
the stalks begin to dry, the 
tunneling activity of the borers 
causes them to break over and 
ears to drop from the plants. 
Matthew says it is difficult 
to determine when a corn field 


may require insecticide appli­ 
cations to control second brood 
borers. Plants most likely to 
harbor borers at this time of 
year are those with green stalks 
and leaves developing ear shoots 
with green silk and shedding 
pollen. 
Matthew suggests examining 
several groups of 25 plants in a 
field. Egg masses—small, about 
the size of a little fingernail, 
and creamy white—may be hard 
to find. The eggs will hatch 
about a. week after they are laid. 
If an average of 100 egg mass­ 
es per 100 plants are found, con­ 
trol measures are needed. 
Another method to determine 
the need for control is to check 
plants for tiny borers. These are 
from Vi to % of an inch long, 
dirty white in color, with dark 
heads. If five or more of these 
borers are on a plant and still 
feeding in the leaf axial, insec­ 
ticide application is justified. 
However, if these small borers 
have already tunneled into the 
stalk do not apply insecticides, 
Matthew cautions. 
Recommended insecticides for 
rates of application, safe hand­ 
ling precautions and harvest re­ 
strictions. 


WHEN SPRING 
PRINGS' 
COLOR 
SINGS i 


GET A CAN-A- 
HANNA 


Paint your walls this spring without “painty* 
odor . . . quickly, easily, beautifully . . . with 
Hanna Satin Sheen Wall Finish. Truly the fin­ 
est paint you can buy! And Hanna is econom­ 
ical, too, because it is high-hiding, looks better, 
and lasts longer. And Hanna Semi-Gloss Enamel 
in compatible colors is perfect for all woodwork. 
So do that painting you have been planning on 
this Spring. First step . •. see us, and get a 
CarvA-Hanna! 


LUMBER CO 
218 East F irst—-932-3981 
Little Want Ads Sell Big Items! 


By CECILY BROWNSTONE 
AP Food Editor 
PLEASANT LUNCH 
Ham Mousse with Deviled 
Eggs and Salad Greens 
Melba Toast 
Deep Dish Blueberry Pie 
a la Mode 
HAM MOUSSE 
You can make this the day 
before serving it. 
1 tablespoon gelatin 
Vi cup cold water 
1 chicken bouillon cube dis­ 
solved in 1 cup boiling water 
% cup mayonnaise 
Vi cup finely diced celery 
Vi cup finely diced sweet 
pickle 
Vi cup diced canned pimiento 
1 cup diced cooked ham 
Soften gelatin in cold water 
about 5 minutes; add very hot 
bouillon and stir to dissolve 
gelatin. Chill until slightly 
thickened; whisk in the may­ 
onnaise; fold in the remaining 
ingredients. Turn into 6 half­ 
cup molds or custard cups. 
Chill until firm. Unmold. 


LET ME SHOW YOU 
WHY WE RE NO. 1! 
Doa Wright 
R. 6, Rushville — 938- 2977 j 


Extra Big Capacity 
In Extra Little Space 


ZERO DEGREE CHEST FREEZERS 
LOOK AT THESE FEATURES: 


• Walnut Formica Wood Grain Top 


• High Performasco Cold-Wall Aluminum 


Liner 


• Easy To Glean Inside & Out 


• Polyurethane Insulation 


o Removable, Plastic Coaled Sliding Bas- 


kot For Easy Access To Stored Food 


o Counter-Balanced Self-Sealing Lid 


o Rollers On All Models 


MODEL 57301 9.8 CU. FT. 
FROM $129 
95 


COPPLE'S FIRESTONE 
230 North Main 
NORM C0PPLE 
932-3931 
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Built-In Vacuum Swallows Pollution 
How much pollution does the average four-member family 
produce in a year? Considering dust and fine dirt alone, up­ 
wards of six bushels—a “particulate discharge” equivalent to 
a fleet of a dozen over-the-road trailer trucks. 
Up until now the home­ 
maker has needed a whole 
battery of tools and appli­ 
ances to handle this “output” 
—brooms, vacuum cleaners, 
sweepers, dust cloths — with 
middling results, since dirt is 
usually relocated rather than 
removed. 
Now, however, she can in­ 
stall an Auto-Maid whole- 
house central vacuum system, 
which has five times the 
ciean-up power of individual 
floor-care appliances to pull 
all the pollution from fine­ 
grained dust to heavy debris 
up to one inch in diameter 
into a single spot for easy 
occasional disposal. Best of 
all, air is exhausted out of 
the house so that dust is 
never recirculated and the 
home gets progressively 
cleaner. 
To deep clean rugs, up­ 
holstery, drapes, hard sur­ 
face floors, walls and even 
outdoor patios, the home­ 
maker simply attaches a sin­ 
gle feather-weight wand and 
hose to a nearby wall outlet, 
which turns on automatically. 
No more lugging heavy ap­ 
pliances from room, to room... 
Dirt of all description is 
pulled to a central collector. 
Since the collector is installed 
away from the living area in 
basement, utility room or 
closet, operation of the sys­ 
tem is silent-even cutting 
noise 'pollution, permitting 
clean-ups at any hour. If a 
small valuable is picked up 
by mischance, it can quickly 
be retrieved undamaged from 
the collector. Because the col- 


& 
■ 
Even clinging animal hair 
is quickly swept-up by a super­ 
powered central vacuum sys­ 
tem. 
lector is bagless, power is 
never reduced by the dust 
load and frequent container 
changes with resultant spill­ 
age are eliminated. 
A central vacuum system is 
easily installed in the older 
home as well as in the house 
under construction, with an 
average of five outlets giving 
full coverage of all interior 
space. 
An informative folder on 
the central vacuum system’s 
new contribution to women's 
liberation is available free on 
request from Auto-Maid’s 
manufacturer. Write to Colt 
Industries Auto-Maid Sales 
Manager, 3601 Kansas Ave­ 
nue, Kansas City, Kansas 
66110. 


Mammoth LA. 
County Loses 
Population 
SACRAMENTO, Calif. (AP) 
— Boom Town, U.S.A., the 
sprawling megalopolis covering 
Los Angeles County, has lost 
population for the first time in 
modern history, a state report 
says. 
The net drop during 'the 12 
months ended June 30 was 
9,600. The county now has an 
estimated 7,024,600, still the 
most of any in the nation. 
Millions have migrated to Los 
Angeles County—-nearly a mil­ 
lion in the 1960s alone—because 
of the lure of jobs, the sunshine 
and warm climate, the orange 
groves and easy poolside living. 
Now, many are leaving daily 
because of the smog, over­ 
crowding, jammed freeways, 
urban Wight, crime and the 
depression in the aerospace in­ 
dustry, a principal employer in 
Southern California. 
The county has had a net out­ 
migration before, said Walter 
Hollmaon, director of the Popu­ 
lation Research Office in Gov. 
Ronald Reagan’s state Finance 
Department. 
But this was the first time it 
topped the natural population 
increase and produced a net de­ 
cline in population. 


Hollmann estimated Tuesday 
that 90,000 persons left Los An­ 
geles County during 1970-71 in 
net out-migration 
compared 
with an average yearly migra­ 
tion increase of 59,300 during 
the years 1960 to 1965. 
The first outflow was in 1965- 
66, after the Watts riots, Hol­ 
lmann said. 
Los Angeles County has more 
than 75 cities and towns—20 of 
them with populations ex­ 
ceeding 50,000. Los Angeles it­ 
self, has 2.8 million people. 
Hollmann’s figures were dis- 


puted by Robert Marr, director 
for population research of the 
Los Angeles County Regional 
Planning Commission, who esti­ 
mated an increase of 35,000 
residents for the year ended 
last Dec. 31. 
Marr said the difference be­ 
tween the county and state fig­ 
ures are in how the experts in­ 
terpret basic population in­ 
dicators such as school enroll­ 
ment, Social Security records, 
electric service connections and 
building activity. 


HEARING AID!! 
Be Sure... Be Positive 


TRY BEFORE 


YOU BUY 
Our hearing aid RENTAL PLAN offers the 
sensible way to find out what kind of help 
a hearing aid can give you — without a 
major expenditure! Wear a new AUDIO­ 
VOX* aid for 30 days with moderate rental charge. IF YOU 
DECIDE TO KEEP THE AID, THE FULL RENTAL CHARG­ 
ES APPLY TO THE PURCHASE OF THE AID. Free infor­ 
mation, no obligation. 
"Licensed under patents of American Telephone and Telegraph Com­ 
pany, Western Electric Company, Inc. and Bell Telephone Laborator­ 
ies, Inc. 
Mr. Shepard will be at the Durbin Hotel in Rushrllie each 3rd Satur­ 
day of the month from 1:00 to 5:00 ? m. 
SHEPARD HEARING INSTRUMENTS 
622 Hume Mansur Bldg., Indianapolis 
632-8244 


FRANK 
SHEPARD 


FRIDAY and SATURDAY 


AUGUST 20, 21 
Prices SLASHED AGAIN 


On Summer Ready-To-Wear 
MANY OTHER BARGAINS 
INSIDE OUR STORE 
Taff’s 
Good People 
To Do Business With 


We’re Happy To Announce We’re The 
New Franchised Dealer 
For The Famous SC Popular 
Toppanb 
a V 
RANGE 
30 - IN. TAPPAN 
GAS RANGE 


• Tempered Glass Back Panel 
• Clock With Four Hour Timer 
• Lift-Off Cook Top, Recessed 
• Big 25-Inch Wide Oven With 
Lift-Off Door 
• Yisualite Oven Window 


Reg. 
$279.95 
$21995 
WITH 
TRADE 
MODEL Z30-112 


We Will Continue To Carry 
MAGIC CHEF Gas Ranges As Well 


It's Simmons 
Golden Value time again! 


A once a year event. Shop! Compare! 


If you need new bedding, now or in the near future, 
don’t miss this special event. Each mattress is 
packed with Simmons quality and craftsmanship, 
at incomparable prices. Buy now, sleep better 
tomorrow with Simmons Queen Size comfort. 


What a bargalnl 
Simmons Golden Value Deluxe 
With its beautiful, long-wearing quilted 
cover formerly on a famous Simmons 
mattress. Sani-Seal* treated 
against mildew, bacteria and odors 
Underneath, over 300 extra-firm 
Adjusto-Rest coils, plus luxurious 
u pho 1st© ry to g iva head-to-toe 
./ 
comfort and support. Exclusive / 
Sim-guard edges prevent 
i 
, 
sagging, give support to 
r 
V, 
the very edge. Sweet 
/ y% 
t 
dreams at a dream 
of a price. 
59 
95 


Twin or Double Mattreaa 
or Matching Box Spring 
intra-long Twin Sat, $129.95 
Quaan Sat, $169.95 
King Sat, $249.98 


Simmons 
Golden Value Special 
Low in price, but it has everything needed tor 
years of sleeping comfort. Hundreds of firm 
resilient coils, long-wearing tjuilted cover, 
jfflgsx 
four cord handles, and eight fresh-air 
ventilators. 
4995 
Twin or Doubla 
Mattress or Matching Box Spring 
Extra-long Twin Sat, $109.95 
Quaan Sat, $149 95; King Sat. $219 95 
TAFFS FURNITURE STORES 
% 
Easiest Terms Available 
309 North Main — Park Free at Rear — 932-4102 
. T «* * T , n o 


Introducing 
the Beautyrest® Capri 
Like every Beautyrest. it s made differently to be^rm, 
btrt never hard or “boardy ” Each coil is separate and 
acts independently, adjusting to the weight of each part 
of your body. Hips, shoulders, back and sides all get 
proper support and comfort. The Capri cover is hand­ 
somely quilted. Scotchgard-protected. An unbeatable buy. 
95 
Twin or Doubla Mattrass or Matching Foundation 
ixtra-Iong Twin Sat, $199.95; Queen Set, $249.95; King Wot, $359 95 
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Motorcycle Daredevil Just That; 
Still Riding, Despite Injuries 


Salvation Army Children In Tour 
Approximately 35 children from Salvation 
by Lt. and Mrs. Cedervall, Ella and Vicki 
Army took a tour of the newspaper plant 
Walker. They are shown here watching Bill 
Tuesday afternoon. They were accompanied 
Linville, ad compositor, explain something. 


Raleigh— 


MRS. RAY LESTER 


Church News 
Attendance of 67 were present 
for Bible School 
at 
Raleigh 
Christian Church Sunday morn­ 
ing; 47 for communion and invi­ 
tation service under leadership 
of Elder Paul May. 
Two numbers were sung by 
the young men’s quartet, Harold 
Doty, Bill Hike, Darrell Newkirk 
and Douglas Lowes. They were 
accompanied at the piano by 
Betty Hamner. 
James Wilkinson and Janet 
Kilgore 
are attending 
Senior 
Week at Mahoning Valley Chris­ 
tian Camp, north of Rushville, 
this week. Ned, Paul and Mary 
Lou. Byers are employed to help 
with work there this week. 
The 
Pioneer 
Class 
arrived 
home Sunday night after touring 
points of interest in Illinois. 
Sunday morning the group at­ 
tended Christian Church Bible 
School and worship services at 
Lincoln, Illinois. In the afternoon 
some enjoyed going to the State 
Fair at Springfield, Illinois, with 
all returning home that night. 
Making the trip were Mr. and 
Mrs. William Sharp and Sara 
Sue, Mr. and Mrs. Martin Van- 
natta, 
Mr. 
and 
Mrs. 
Jame* 
Haley, Sr., Mr. and Mrs. Marlm 
Newkirk and family, Mr. and 
Mrs. Howard Wilkinson and sons 
and Mr. and Mrs. John Burge 
and sons. 
Oats was gathered Monday to 
be taken later to Grundy Mission 
School for feeding the stock. 
Vacation 
Mrs. Margaret Parker, Lewis­ 
ville; 
Mr. 
and 
Mrs. 
Phillip 
Southworth, Jeffrey and Julia, 
Grcnstourg; Mr. and Mrs. Mef- 
ford Scott and Mrs. Ida Belle 
Sum man arrived home Friday 
after vacationing with relatives 
in Kentucky and points of inter­ 
est in Tennessee and North Car­ 
olina. 
After Sunday evening dinner 
at the home of Mr, and Mrs. 
Lewis Southworth, near George­ 
town, Kentucky, Mrs. Parker 
accompanied 
Mr. 
and 
Mrs. 
Obery Southworth to their home 
near Georgetown. After visiting 
with their relatives until Wed­ 
nesday, they enjoyed seeing the 
Smoky Mountains and remained 
overnight at Gatlinburg, Tennes­ 
see and returned to spend the 
night again with Mr. and Mrs. 
Lewis Southworth. 
Birthdays 
Mr. and Mrs. Rolla Newkirk 
and Dean were the gracious 
hosts for a surprise birthday 
supper 
honoring 
Mrs. 
Freda 
Rawlins, 
near 
Knightstown. 
Guests besides the honored one 
were Teresa Rawlins, from near 
Knightstown; Mr. and Mrs. Rob­ 
ert Eddington and family, New 
Lisbon; Mr. and Mrs. Dwaine 
Lawyer and 
Jon Paul, near 
Pendleton; Mr. and Mrs. Ever­ 
ett Davis and Cindy, Mays; Mr. 
and Mrs. Louis Miller, Fountain - 
town; and Donald Huntsman, of 
Dublin. 
Mrs. Ralph Byers and sons, 
Mark, Charlie, Craig and Corey, 
visited Tuesday with Mr. and 
Mrs. Thomas McEvoy and fam­ 
ily in Indianapolis, in honor of 
the birthday of Mrs. McEvoy, 
sister of Mrs. Byers. 
Attend Anniversary 
Mrs. John McDonald and Mr. 


and Mrs. Thomas Heck attended 
the 60th wedding anniversary 
open house honoring Mr. and 
Mrs. Guy Wiley, at their home 
west of Falmouth, Sunday after­ 
noon. 
Rushed to' Methodist Hospital 
Donald Cole was taken to the 
Greenfield 
Hospital 
Monday 
afternoon and later that night 
rushed to Methodist Hospital in 
Indianapolis, in Intensive Care. 
At this writing his fever is down, 
but he remains critical. 


At Wedding 
Dean Newkirk was grooms­ 
man for the wedding of Pat 
Logsdon and Dean Bacon, from 
near Milroy, which was solemn­ 
ized Sunday afternoon at the 
Presbyterian Church in Milroy. 
Locals 
Mrs. Ralph Elwell accompa­ 
nied Mr. and Mrs. Harold Heat­ 
er from Dayton, Ohio, Sunday, 
and visited with Mr. and Mrs. 
Lloyd Deer at Trafalgar. 
Mr, and Mrs. Elmer Rider 
visited Sunday with Mr. and 
Mrs. Carroll Rider and family 
at Anderson. 
Elizabeth Jayne and Johnnie 
Gordon, from Indianapolis, visit­ 
ed the weekend with John and 
Elsie Gordon, south of here. 
Mr. and Mrs. Robert Mathena 
and 
family, 
from 
Southfield, 
Michigan, visited the weekend 
with Mrs. W. C. McBride and 
other r eld lives, 
Richard Werking, Milwaukee, 
Wisconsin, came Sunday to visit 
several days with his parents, 
Mr. and Mrs. Wayne Werking. 
The latter part of the week, he 
will meet his wife and son, 
Mark, 
at 
Lake Shafer near 
Monticello. Mark met his moth­ 
er at the lake Thursday after 
finishing the summer helping in 
teaching 
at 
Culver 
Military 
Academy. AH will return to their 
home in Milwaukee, Saturday. 
Mrs. Bessie Minor, near An­ 
derson, and Mrs. Luther Snede- 
gar accompanied Le’Ann Ellis 
to visit the weekend with the 
former’s daughter and aunt of 
the latter two, Mrs. Jack Stark, 
and husband at Alexandria, Vir­ 
ginia. Mrs. Minor remained for 
a few weeks’ visit. 
Mrs. Frank Lindsay and Mrs. 
Albright called on Mrs. Omer 
Greenwood in Rushville, Friday 
afternoon. 
Mrs. A. J. Glaser, Muncie, and 
Mrs. J. W. Bryan, Selma, called 
on Mrs. Elsie Gordon Wednes­ 
day, last week. 
Mr. and Mrs. Rolla Newrkirk 
enjoyed a pizza supper with Mr. 
and 
Mrs. 
Donald 
Huntsman 
Monday evening. 


Burton Gets 


T rotsky R ole 


LONDON (AP) — Richard 
Burton will play the role of 
Leon Trotsky, the Russian rev­ 
olutionary, 
in 
a 
film 
called 
‘ ‘ T h e 
Assassination 
of 
Trotsky,” 
American 
producer 
Josef Shaftel said Monday. 
The film will be made in 
Mexico, 
where 
Trotsky 
was 
murdered in exile in 1940. His 
assassin was believed to be an 
agent of Stalin, Trotsky’s arch- 
rival 
in 
a 
Kremlin 
power 
struggle. 


Whirlpool APPLIANCES 


+ Refrigerators 


if Freezers 


Washers & Dryers 


f U R T I S B R O T H E R S 
V THE HOUSE OF SERVICE ** 


*4 Mile Southeast on U.S. 52 — Rushville — 932-3366 


AN EXPENSIVE YEARLING 


ATLANTIC CITY, N.J. (AP) 
— Jimmy Croll Jr., a trainer 
here, 
can 
hardly 
wait until 
1972. That's when he will pick 
up “the most expensive horse I 
have ever had.” 


The handsome yearling is by 
Raise a Native that A. I. Savin 
purchased recently for $220,000 
at the Keeneland Sales. 


The colt, still unnamed, is in 
Kentucky. He is out of the 
Nashua mare Gold Digger. 


By PHIL THOMAS 
AP Newsfeatures Writer 
NEW YORK (AP) - “I’ve 
broken every bone in my body 
except my neck,” says daredev­ 
il 
Evel 
Knievel, 
who 
first 
hopped onto' a motorcycle when 
he was 9 years old and is still 
riding tall in the saddle at the 
age of 32. 


“It got in my blood,” Knievel 
explains with a grin as he tells 
of how he has spent the past 
several years zooming his mo­ 
torcycle over such assorted ob­ 
stacles as a box of rattlesnakes, 
mountain lions, and a long line 
of parked cars. 
For risking his 
life doing 
these high speed stunts, Knievel 
says he earns half a million dol­ 
lars and more a year but adds 
“it depends on the year. Last 
year I didn't do too well because 
I broke my back twice and after 
that I got hit by a car while I 
was on my bike. That was • bad 
year.” 
Wearing a red jumpsuit, the 
husky, soft-spoken Knievel is 
quick to point out that his real 
name is “Robert.” “Evel is a 
nickname,” 
he 
laughed. 
“I 
guess I was such a good little 
kid that everyone called me 
Evil and it stuck. But I changed 
the T to an ‘e’ because I didn’t 
like Evil.” 
After 
a 
life that included 
stints in professional hockey, ski 
jumping, hunting and fishing 
trip guiding, and the insurance 
business, Knievel, a native of 
Butte, Mont., got into motorcy­ 
cle racing after his Army serv­ 
ice. 


“1 used to ride so fast that 
they’d put me in the back row 
and I’d still win,” he grinned. 
He got out of racing and into 
stunt riding because “there’s no 
money in motorcycle racing. 
It’s one of the lowest paid sports 
in the world and you work twice 
as hard at it.” 
His specialty is jumping—get­ 
ting the motorcycle up to a high 
speed, zooming up a ramp, and 
then sailing through space to 
land on another ramp that may 
be as much as 150 feet feet 
away. 
“I’ve jumped a bike farther 
than anyone on earth—150 feet, 
that’s 
the 
record,” 
Knievel 
says. To make this distance he 
has 
sailed 
his 
specially-built 
motorcycle—which can do up to 
140 miles an hour—across a 
football field and also jumped 19 
cars parked side by side, a feat 
which he says is “considered a 
world record.” 
“If you make a mistake,” he 
addsr wryly, 
“if 
say 
you’re 
jumping 12 cars but you land 
short and crash into the 10th car 
then you end up in the hospi­ 
tal.” 
He observes matter-of-factly 
that “I’ve been operated on 30 
or 40 times in the last five years 
and about 12 of them were ma­ 
jor operations. Right now I’ve 
got a steel plate in my leg and 
another one in my arm.” 
In addition to hurtling over 
cars, Knievel once jumped his 
bike over a box of 50 rattle­ 
snakes which was guarded by a 
mountain lion at each end. 
Was he worried? “I get con­ 
cerned sometimes,” he says, 


NOTICE TO TAXPAYERS OF TAX LEVIES 


In the m atter of determ ining th e tax rate s for certain purposes by A nderson Tow nship, before th e Tow nship 
Advlstory Board. R ush C ounty, In d ian s. 
. 
Notice is hereby given the taxpayers of A nderson T ow nship, R ush C ounty. Indiana, th a t th e proper officers 
of said tow nship, a t th eir regular m eeting place, o n th e 31st day of A ugust, 1971, will consider th e following 
budget: 


TOW NSHIP BUDOKT CLASSIFICATION 
TOWNSHIP FUND 
TOW NSHIP POOR RELIEF FUND 
Pay of T rustee, R ent, Clerical and Travel 
B. D irect R elief 
. ______ 
Expenses ........................................ 
$ 1.790.90 1. M edical. 
H ospital an d B urial --4 1 ,0 » .» 
Books, Stationery, P rin tin g and A dvertising _ 
400.00 
2. O th er D irect Relief 
— ¿*000.00 
Care of Cem eteries _____ 
400.00 
3. T otal D irect R elief ---------- 
1,000.00 
Fire Protection 
........... 
— ____ — 3,300.00 
T otal T ow nship Poor Relief F u n d -------------.4 2,000.00 
O ther Civil T ow nship Expenses --------- .......------ 
430.00' 
Total T ow nship F u n d .... 
-..............$ 0,520.00 


ESTIMATE O F FUNDS TO BE RAISED 
T ow nship 
FUNDS REQUIRED FOR EXPENSES TO DECEMBER Slat O F DfOOMINO TEAR 
. 
1. T otal B udget E stim ate for incom ing year, Jan. 1 to Dec. 31. 1972. inclusive 
----- — ..........................f 0,520.00 
2. Necessary E xpenditures, July 1 to Dec. 31, p resen t year, to be m ade from appropria- 
tiona unexpended ........................................................ 
-................. ............................................................................sin vm oo 
5. Total F unds R equired ------------------------- --------------------------- — ----------------------------------------- — ................................ 
FUNDS ON HAND AND TO BE RECEIVED' .FROM SOURCES OTHER THAN .PROPOSED 
TAX LEVY 
6. Actual Balance. Ju n e 30th of p resen t y e a r 
— ------- -------------- --------------------------------------— — ------------ 
7. Taxes to be' collected, present y e a r ----------------------- ------- ------ — 
------------------------------------------------------------ 3*37J> w 
8. M iscellaneous R evenue to be received, Ju ly 1 of present year to Dec. 31 of Incom ing 


a Special Taxes 
------------- 
....-----------------------—-------------------------------------- 
— -----------------— 
2nn'$S 
b. All O ther R evenue — -----------------------— ............. ....— ------------------------— ------------------------- ---------------------------v M 
‘ ' 
9. Tot a 1 Fu n ds 
.............. 
. 
, 
1T„____ r- 
— 
o w - w 
10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st O F INCOM- 
INO YEAR ............ ....................................................— .................................................................................................... 4 2.271 00 
11. Operating Balance ......................>»............................. 
............ ..................■■■■■■ 



—..........—-----m f ’rrr rr 
12. AMOUNT TO BE RAISED .BY TAX LEVY 
----------------- ...--------------------------------------------------------------- 
* 5,771.00 


PROPOSED LEVIES 
Net Taxable property ....... .............. .—............------.$3,923,710.00 
FUNDS 
o n 
Amt. to 
Property 
Be Raised 
Township. ------- ----------------------------- — 
.------------- 
- ..............................— 
— ............ 
—4 *15 
r n n n 
T otal _____________________________________ 
--.....................—- 



■.......A .15 
$5,771 00 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 
'TO Be 
FUNDS 
C ollected 
Collected 
C ollected 
Collected 
1908 
1909 
1970 
1971 
Tow nahip ____________ 
$4,416.00 
$5,580 00 
$5,270.00 
$5,070.00 
T o ta l________________- ___________________ 
$4,416.00 
$5,580.00 
$5,270 00 
$5,070.00 


Taxpayers appearing ahall have a rig h t to be heard thereon. A fter th e tax levies have been determ ined and pre­ 
sented to the county au d ito r n o t late r th a n two day* prior to th e .second M onday In Septem ber, an d th e levy fixed 
by th e county tax ad ju stm en t board, or on th eir failure so to do, by th e co u n ty auditor, ten or m ore taxpayers feel­ 
ing them selves aggrieved by auch levies, m ay appeal to th e sta te board of ta x comm laalonera for fu rth e r and final 
hearing thereon bv filing a p etition w ith th e county a u d ito r on or before th e fo u rth M onday of Septem ber or on or 
before the ten th day a fter publication by th e county a u d ito r of tax rates charged, w hichever date la later, and the 
state 'board of tax com m issioners will fix a d ate for h earin g In. th is county. 
Rep.: A ugust 12-19 
WILLIAM R. WARD, T rustee 
T ele.: A ugust 13-20 
ANDERSON TOW NSHIP 


NOTICE TO TAXPAYERS OF TAX LEVIES 


In th e m atter of determ ining th e tax rates for certain purposes by Rip.ey Tow nship, before the Tow nship Ad­ 
visory Board, R ush C ounty, Indians... 
. . . 
Notice is hereby given the taxpayers of Ripley Tow nahip, R ush C ounty, In d ian a, th a t the proper officers of said 
tow nship, a t th eir regular m eeting place, on th e 20th d ay of A ugust, 1971, w ill consider th e follow ing budget: 
TOWNSHIP BUDGET CLASSIFICATION 


TOW NSHIP FUND 
GENERAL FUND 
Pav of T rustee, R ent, Clerical and Travel 
Expense 
......................... ................- ........ 
$ 4.900.00 
In stru c tio n 
— .........- ....... 
| 2Z2'££?£2 
Books. Stationery. P rin tin g and A dvertising .... 
700.00 
C oordinate A ctivities .„............................ 
30,800.00 
Care of Cem eteries .... .......................— ---------------- 
000.00 
O peration 
— ------- 
- ......— ------ 
23,000.00 
Fire Protection 
.................................. 
5.230.00 
M aintenance 
1 3 4 » » 
O ther Civil T ow nship Expenses ------------- 
1,844.00 
Fixed Charges ...----------- 
— 
9 000 00 
T otal Tow nahip F und ---- 
..$ 13,334.'» 
Auxiliary A ctivities -------------------------------------- 
™ 
TWEEDY MEMORIAL FUND 
C apital O utlay 
«... 
-------------- -. , 3 ! ^ 22 
Total Tweedy M emorial F und ____________ 4 
919.» 
T otal Special School Fund ....................................... 



$ 3 6 4 ,3 » » 
TOWNSHIP POOR RELIEF FUND 
A. A dm inistration 
2. O ther O perating Expenses ...-----.....----------4 
2 5 .» 
B. D irect Relief 
CARTHAGE LIBRARY FUND 
I. Medical, H ospital and B urial ........--------- 
1 ,5 » .» 
2 O ther D irect Relief 
--------------------------------------- 



3 .5 » .» T otal Library 
F u n d — 
------------------------ 



$ 
1,838.» 
Total Tow nship Poor Relief F u n d ....--------„4 3 ,0 » .» 


ESTIMATE O F FUNDS TO BE RAISED 
FUNDS REQUIRED FOR EXPENSES TO' DE- 
Tweedy 
CEMBER 31st OF INCOMING YEAR 
T ow nship 
Library 
G eneral M emorial 
1. Total B udget E stim ate lo r Incom ing year, 
Fund 
Fund 
F und 
F und 
Jan 1 to Dec 31. 1972, Inclusive ____ 
.$ 12,2» 
$ 1.838 
$304.300 
$ 919 
2. Necessary Expenditures, July 1 to Dec. 31, 
present year, to be m ade from appropria- 
ara 
t ions unexpended *........... 
■----------------- 
M-- 
--r- 
1.400 
96-8 
160,000 
684 
5. Total F unds R equired 
— 
--------------- 
««.4 14,6» 
$ 2,8 » 
$524,3» 
$1.403 
FUNDS ON HAND AND TO BE RECEIVED 
FROM SOURCES OTHER THAN PROPOSED 
t a x l e v y 
6 Actual Balance, Ju n e 30th of present year.--------------------------------------- 
3,000 
3 2 2 2 
7. Taxes to be collected, present y e a r -------------------- ■■■■■.....»........— 
............. 
3 ,4 » 
968 
j ¿ ouu 
8. M iscellaneous R evenue to be received, July 
1 of present year to Dec. 31 of incom ing 


’T s p . c U , 
______________________________________________________ I.» * 
» •••» 
b. All O ther R e v e n u e ------------------------------ — --------------- *----------------- * 
_ 
7 
t a m 
9 T otal F unds ___ 
- -.............-..........1 7,831 
8 
968 
$341.853 
8 484 
10. NET AMOUNT REQUIRED TO BE RAISED 


IT O T eY » " 8 ' TO D K 31,, OF m C O M : __________________________ » 7 .0 » 
• ! . « » 
$182.648 
( • » 


12! AMOUfnr Tf^BE0RAISED BY TAX L E V Y ____________________________ 4 9,259 
$ 1,838 
8202,648' 
8 919 


PROPOSED LEVIES 
Net Taxable property ---------------------------------- ...44479,«25 
CTiNnA 
Levy on 
Amt. to 
Property 
be Raised 
Tow nship 
— 
—__________ 
■■ — 
—......................$ -22 
8 9,259 
Tow nsm p 
............................................................................................................................................. 
M 
1,838 


Tweedv M em 
.......... 
. H 
..................- ..... - ...............04 
919 
General 
---------------------------- 
---------__________________ _________________ 
4.73 
202,648 
T o ta l 
....... ....................— 
. 
__________________ ___ $5. » 
$214,664 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 
To Be 
f u n d s 
Collected. 
Collected 
Collected 
Collected. 
1988 
1969 
1970 
1971 
Township ----- -- ------ ----------------------—— -......................................................$10,082 
$ 8.737 
$ 7,645 
$ 6,382 
Library 
.................. 
1.693 
1,718 
1,917 
1,838 
Tweedy M emorial ------------------------- — ------------------------------------------- 
858 958 
919 
Total __ 
$11,77» 
$11,288. 
$ 1,052 
$ 9,139 


ing them selves aggrieved by such levies, m any appeal lo th e sta te board of tax com m issioner for fu rth er and final 
hearing thereon by filing a petition w ith th e county auditor on or before th e fo u rth M onday of Septem ber or on or 
before the te n th day after publication by th e county au d ito r of tax rates charged, w hichever date .is later, an d th e 
state bOard of tax com m issioners will fix a date for bearing In th is county. 


D ated A ugust 11 1971. 
Rep.: August 12-19 
Tele,: A ugust 13-20 


“but I’m not afraid of any­ 
thing.” 
A movie recently was made of 
Knievel’s life story. “It’s called 
‘Evel Nievel’,” he says. “It’s 
based on inddents in my life. 
Some things are very, very true 
and others are fictionalized a bit 
to' protect the guilty. 
“George Hamilton plays me 
in the movie, but all the jump­ 
ing «tunta I do. They’ve got no 
stuntmen to double for me and 
they never will get anyone to do 
so.” 


WOOD FOR HOMES 
NEW YORK (AP) — Nearly 
40 per cent of the lumber pro­ 
duced in the United States is 
used in home building, reports 
the American Wood Council. 


Rid Your Homo Of 
T E R M IT E S 


Call Richmond 
Collect 962-6526 


LIFETIME 
GUARANTEE 


FREE 


Estimates 


TERMITE 


and 
Pest Control 
18 Richmond 


Avenue 


Roaches—Rats—Mice—Moths—Birds—Bees 


Member State and 
National Pest Control 
Association 


NOTICE TO TAXPAYERS OF TAX LEVIES 


In th e m a tte r of determ ining the tax ratea for certain purpoaea by Jackaon Township, before th e Tow nahip 
Advisory Board. R u th County. Indiana. 
Notice la hereby given th e taxpayers of Jackaon Tow nahip, Ruah County, Indiana, th a t th e proper officers of 
•aid tow nship, a t th e ir regular m eeting place, on th e 11 th day of August, 1971, will consider th e follow ing b u d ­ 
get: 


TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP FUND 
Pay of T rustee, R ent, Clerical and Travel 
Expenses 
..... 
„........................... ............. $1,423 00 
Books, S tationery. P rin tin g and A dvertising ......... 
250.» 
Care of Cem eteries _______ — — 
------- 
1W .» 
Fire Protection 
......... 
— ..................... — 2 ,0 » .» 
O ther Civil Tow nahip Expenses _____ — ----- 
600.00 
T otal Tow nship Fund 
__________ 
$4,373» 


ESTIMATE OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 


1. T otal B udget E stim ate for incom ing year, Ja n . I to Dec. 31, 1972, Inclusive .............. . 
2. Necessary Expenditures July 1 to Dec. 31, present year, to be m ade from appropria­ 
tio n s unexpended 
5. T otal F unds IR equired 


TOWNSHIP POOR RELIEF FUND 
B. D irect Relief 
3. T otal Direct Relief .......... .....................................$1,5» 00 
T otal Tow nship Poor Relief F u n d -------------$ 1 ,5 » .» 


Tow nship 
F und 
$4,373» 


5,545 » 
.....49,918» 


FUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN' PROPOSED 
TAX LEVY 
6. Actual. Balance, Ju n e 30th of p resen t year ------------------------....---------------------------------------- 
7. Taxes to be collected, present ysar ------------------------ ------------------ ------------------------------------ 
8. M iscellaneous Revenue to be received, July 1 of present year to Dec. 31 of Incoming 


$. T otal F u n d s ------ 
—------------ 
— ........- ..... 
— 
---------—------------ 
10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st OF INCOM­ 
ING YEAR 
------ ------------------- ------------------------------------------------------------------------ --------------- 
11. O perating B alance -------------------------------------------- 
*--------- 
12. AMOUNT TO BE RAISED BY TAX LEVY ......... .......... ......................... 


PROPOSED LEVIES 


FUNDS 
Tow nship 
T otal 


1,453» 
2,561» 


$4,014 » 


.... $3,904» 
________ 1,900» 
—,.„..:»4 » ,804.00 


Levy on 
Property 


— 
, 
— ...4 I .1 8 
______ I 
1 
- 
11. 
11 ■ 
.......— ----------------------------------------------------------- — 
........................................................ 
1 .1 8 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


FUNDS 


T ow nship .. 
Total 


Collected 
1968 
$3,2 7 8 » 
83.278.» 


Collected 
1969 
13.243.» 
83,243 00 


C ollected 
1970 
87,824.» 
87,624.» 


Am t. to 
Be Raised 
8 5 .» 1 » 
$5.001 00 


To Be 
Collected 
1971 
84.328» 
84.328» 


Taxpayers appearing ahall have e rig h t to be heard thereon. A fter th e tax levies have been determ ined an d p re­ 
sented to th e county auditor n ot later th a n two days prior to th e second M onday In Septem ber, and th e levy fixed 
by th e county tax a d ju stm e n t board, or on th eir failure so to do, toy th e county auditor, ta n or m ore taxpayers feel­ 
ing them selves aggrieved by such levies, m ay appeal to th e state board of tax oommlaskmer for further add final 
hearing 'thereon by filing a p etition w ith 111# county au d ito r on or before th e fo u rth M onday of Septem ber or on or 
before th e te n th day after publication by th e county au d ito r of tax rates charged, w hichever date is later, an d th e 
state board of tax com m issioners will fix a date for h earin g In th is county. 


D ated August 11, 1971. 
Rap.: A ugust 12-19 
Tela.: August IJ-20 


ELIZABETH LEISURE, Trustes 
JACKSON TOW NSHIP 


NOTICE TO TAXPAYERS OF TAX LEVIES 


In th e m atter of determ ining th e tax rates for certain purposes by R ushville Tow nship, before the Tow nship 
Advisory Board, R ush C ountv. Indiana. 
„ 
N otice 'Is hereby given th e taxpayers of R ushville Tow nship, R ush C ounty, Indiana, th a t the 
regular m eeting place, on th e 31st day of August. 1971, w ill consider th e following bud- 
is hereby given 
of said tow nahip, a t th eir 
«•$: 


'TOWNSHIP FUND 
Pay of Trustee, Rent, clerical and Travel 
Expenses _____ _____ ______ __ ___ __ ____ _ 
Books,, Stationery, Printing and Advertising 
Care of Csmeterles ________________________ 
Ju stice of th e Peace Salary u u l Fees ....__ 
Other Justice of the P eses Expense 
O ther Civil Tow nship Expenses __ 
T otal Township Fund 


TOWNSHIP BUDGET CLASSIFICATION 


LIBRARY FUND 
Library F und 
--------------— 
— — 
..$ 2.850.00 


Fire P rotection 
FIR E FIGHTING .FUND 


I 2,990 00 
. 
4 » M 
. 
500 00 
„ 
200» 
600 00 
1,060» 
8 5,750.» 


... 810,500 M 


TOWNSHIP' POOR RELIEF FUND 
A. A dm inistration 
1. Personal Servios ------- ------— — 
*----- 
2. O ther O perating Expenses ---------------... 
B. D irect Relief 


..$ 3,150 » 
., 
6MM 


1. M edical, H ospital and B urial ------------------- 1S.090.00 
2. O ther D irect R elief --- ------------------------ 3,200 00 
3. T otal D irect Relief 
— 
---------------«431.jl50.00 
T otal Tow nship Poor Relief F u n d 
..... $ 2 5 ,0 » » 
ESTIMATE OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st of INCOMING YEAR 
1. T otal B udget E stim ate for Incom ing year, Jan. 1 to Dec. 31, 1972, in ­ 
clusive 
M . 
------------- 
*------------------------ ------------- 
2. Necessary E xpenditures, Ju ly 1 to Dec. 31, present year, to be m ade from 


Tow nship 
Fund 


F irs 
F ig h tin g 
F u n d 
Library 
F und 


$ 3.750 » 
$19.5» » 
$2,850» 


appropriations unexpended 
5. Total Funds Required .— 
JND6 ON HAND AND TO BE 
BE RECEIVED FROM SOURCES OTHER THAN 


RALPH PEARSON, Trustee 
RIFLXY TOWNSHIP 


FUNDS 
PROPOSED TAX LEVY 
6. Actual Balance, June 30th of present year „ 
--------------—----- 
7. Taxes to be collected, present year .......------------------ ....------------...-------- 
-...... 
8. M iscellaneous Revenue to be received. July 1 of 
present year to 
Dec. 31 
of 
Incoming year 
a. Special Taxes_____ — ^ 
.........— 
— .——— -—— — ------- 
b. All Other Revenue -------------- .......— ---------- — ------------—-------------------- ----- 
f. Total. Funds -r ........ 
---------- -------------------------- -------—... 
10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st 
OF INCOMING YEAR ------ ------------------------ -------------------------------------------------- 
11. 'Operating Balance 
12. AMOUNT TO 


3.0» 00 
$ 8,750.» 


7.080.» 
1,597» 


..............................................' J 


!! 


i 
- 


Net Taxable property 


FUNDS 
Township 
Fire Fig! 
Library 
Total. 


FUNDS 


Township ___ 
Firs Fighting 
Library __ ..... 
Total ... 


BE RAISED BY TAX LEVY 
PROPOSED LEVIES 
................. 
$16,492,235 » 


3 8 2 » 
2,0»» 
$11,059.» 


14»-» 
$ 1.500.00 


8 . 5 » » 
$ 2 8 ,0 » » 


—2 3 .» 
8,718.» 


1,2».» 


$ 9,893 W 


$18,105» 
3 ,0 » » 
$21,105 » 


1,423» 
84.275» 


3 2 0 » 
1.291» 


1 5 9 » 


81,770» 


8 2 4 0 5 » 


82 .505 » 


Levy on 
Amount to 
Property 
Be Raised 
8 .01 
8 1.5» » 
.33 
21.105» 
04 
2,505» 
8 38 
$25,110» 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Collected 
1968' 
$ 3,038 « 
6,333» 
2,970» 
$12,343.» 


Collected 
1969 
$ 3,064 » 
8,305 00 
2.560 00 
$13.929.» 


Collected 
1970 
$ 3,115.» 
12,8»» 
2,570» 
$18,485» 


To Be 
Collected 
1971 
$ 2,500 » 
13.786.00 
2,645.» 
$18.931.» 


Taxpayers appearing shall have a right to 'be heard thereon. After the tax levies have been determined and pre­ 
sented to the county auditor not later than two days prior to the second Monday in September, and the levy fixed 
toy th e county tax ad ju stm en t board, or on th eir failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing them selves aggrieved by such levies, may appeal to the state board of tax com missioners for further and final 
hearing thereon by filing & petition w ith the county auditor on or before the fourth Monday of September or on or 
before the te n th day after publication by the county auditor of tax ratea charged, whichever date Is later, and the 
state board of tax com m issioners will fix a date for hearing in this county. 
Rep.: A ugust 12-19 
ROBERT WINKLER, T rusts# 
Tale.: August 13-20 
RUSHVILLE TOWNSHIP 


N 
0 T , C E T0 TAXPAYERS o f ta x le v ie s 


In th e m atter of determ ining the tax rates for certain purposes by Noble Township, before th e Township Ad­ 
visory Board, R ush C ounty, Indians. 
Notice is hereby given the taxpayer* of Noble Township, Rush County, Indians, that the proper officer* of said 
township, at their regular m eeting place, on the 31st day of August, 1971, will consider the following budget: 


TOWNSHIP FUND 


Expenses .................................................................. 
Books, Stationery, Printing and Advertising 
Care of Cemeteries -------------- 
Other Civil Township Expenses 
F und _____ 
T otal Tow nship 


TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP POOR RELIEF FUND 
A. A dm inistration 
2:. O ther O perating E x p en ses 
-------- 
41.423» 
B. D irect Relief 
.. 
250.» 
}. Medical, Hospital and B urial 
4 7 5 » 
2. O ther D irect Relief 
...................... 
4 5 0 » 
3. T otal D irect Relief 
........................ 
6 » 
T otal T ow nship Poor Relief Fund 


ESTIMATE OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAH' 
1. T otal Budget E stim ate for incom ing year, Jan. 1 to Dec. 31, 1972, inclusive — ............. .. 
2. Necessary E xpenditures July 1 to Dec, 31, present year, to be mads from, appropria­ 
tions un exp en d ed 
-------------------------------------- ----------- 
-----................................... 
3. T otal Funds R equired 


.$ 
5 0 » 


500 00 
700.» 
.. .4 1 .2 » » 
41.250» 


Township 
F und 
- 4 2 4 9 8 .» 


FUNDS ON HAND AND TO BE RECEIVED' FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
i. Actual Balance, June .30 of present year 
7. Taxes to be collected, present year 


.. 1,4». 00 
83,998» 


8. M iscellaneous Revenue to be received, July 1 of present year to Dec. 31 of incom ing 
year 
a. Special Taxes 


1,626.» 
1 ,212. » 


0 T otal Funds 
......- 
T.,— 
------------------- ---------------------- — — 
10 NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEO. 31st OF INCOM- 
‘ INO YEAR 
------------------------------------------------------------------------------------------------------------- 
11. O perating B alance —....... 



—~ 
«...---------- 
—------------- -------- —— 
12. AMOUNT TO BE RAISED BY TAX L E V Y --------------------------------------------------------------------- 


- 
185.» 
83,003» | 


...$ 995 » 
1.2» 
» 
...82,195.» 


Net T axable property 


FUNDS 
Townahip ----- 
..... 
T otal__________ 


PROPOSED LEVIES 
...$3,178,030» 


r = i 


Levy on 
Property 
07 
07 


COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


FUNDS 
Tow nship — 
T otal 


Collected 
1968 
$1,907» 
$1,907.» 


Collected 
1969 
$2,684» 
82,684» 


Collected. 
1970 
$2,602.00 
$2,602.» 


Amt. to 
be Raised 
$2,195» 
$2,195.» 


To Be 
'Collected 
1971 
$2,304» 
$2,364.» 


Taxpayers appearing shall have s rig h t to be heard thereon. 
‘ ‘ ' ir than 
_______________________ After th e tax levies have been determ ined .and pre­ 
sented to the county auditor n o t later than two days prior to the second Monday in September, and the levy fixed 
toy th# county tax ad ju stm en t board, or on 'their failure so to do, by the county auditor, ten, or more taxpayer* reel­ 
ing them selves aggrieved by such levies, m ay appeal to the state board of tax comm issioners for further and final 
hearing thereon by filing a p etition w ith th e county auditor on or before th# fourth Monday of September or on or 
before the tenth day after publication by th e county au d ito r of tax rates charged, whichever data la later, a n d th# 
stats board of tax commissioners will fix s data for hearing In this county. 
WILLIAM. L. COOK. Trust*» 
Rep.: August 12-19 
Tele.: August 13-30 
NOBI * TOWNSHIP 
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■V BOB BREWSTBt 
Uarcury Outboard» 


Scientists Build New Smog 
Chamber For Riverside Study 


Know Your Bass 
A bass is a bass, isn't it? 
Well . . . not really. For what 
most people call bass-large- 
mouth and smallmouth bass— 
are actually sunfish! 
The only real bass in inland 
waters are white and yellow 
bass, both members of the sea 
bass family which includes the 
prized striped bass. 
If that’s the case, what are 
most anglers talking about 
when they speak of bass? 
Largemouth and smallmouth 
bass, of course. Have we 
brought you in a circle just to 
create confusion? Not really, 
say the fishing experts at 
Mercury outboards. Being 
able to readily identify large­ 
mouth and smallmouth bass 
is important because seasons 
and limits are usually differ­ 
ent for these two species. 
Largemouth bass, found 
throughout the country, are 
no t particular about whether 
they live in streams or lakes. 
The largest specimens of this 
specie, though, are found in 
lakes. And the biggest bass 
are generally taken in south­ 
ern waters where they enjoy 
a 12-month feeding season. 
Bass in northern lakes will 
hibernate—or at least become 
aemi-donnant — during cold 
weather. 
Smallmouth bass, on the 
other hand, are considered a 
Yankee fish, ranging as far 
south as the Ozarks. Their 
southern extension has been 
enhanced by man, since these 
fish were originally found 
only in the more northern 
states. They prefer cold 
streams and lakes, particu­ 
larly those with gravel bot­ 
toms. Swift water is preferred 
to sluggish streams. 
Largemouth hass can be 
distinguished from their little- 
mouthed brothers by compar­ 
ing three points; the lower jaw 
of a largemouth hass extends 
beyond the eye when closed, 
while a smallmouth bass’ 
mouth does not; the spiny 
part of a largemouth’s dorsal 
fin is almost separated from 
the soft rear section; and, 
third, largemouth bass have 
no scales overlapping the base 
of the soft dorsal fin, while 
smallmouth hass do. 
These tips from the fishing 
gang at Mercury should help 
you keep largemouth and 
smallmouth baas separated. 
But, what can yon do about 
Kentucky, white, yellow, sil­ 
ver and spotted bass? WeH 
save that for another time, 


Veteran Actor 
H. McMahon 
Dies At 64 
NORWALK, Conn. (AP) — 
Horace McMahon, an actor 
known for his portrayal of 
gangsters and policemen on 
stage, screen, television and ra­ 
dio, died Tuesday night in Nor­ 
walk Hospital. He was 64. 
A native of South Norwalk, 
McMahon interrupted his law 
studies at Fordham University 
just before graduation to take a 
role as a gangster in the play 
“Broadway.** 
He went on to appear in more 
than 40 Broadway productions, 
including 
“Sailor 
Beware,” 
“Detective Story,** and “Say, 
Darling.” 
Among the more than 125 mo­ 
tion pictures in which he ap­ 
peared were “The Detective 
Stóry,” “Exclusive,” and “The 
Detective.” 
On television, McMahon ap­ 
peared in the “Naked City’* 
series, and during his earlier 
career on radio he was heard 
in one of radio’s most popular 
serials, “Big Town.” 
He is survived by his widow, 
the 
former 
actress 
Louise 
Campbell, and their three chil­ 
dren. 
Funeral services will be held 
Friday in Norwalk. 


Vocational Ed 
Enrollments Rise 
INDIANAPOLIS (AP) — En- 
rollments in vocational educa­ 
tion have climbed rapidly dur­ 
ing the last five years and 
about 130,000 high school stu­ 
dents are now involved, Don K. 
Gentry told a conference Tues­ 
day. Gentry is director of the 
State Board of Vocational Edu­ 
cation. He told the 1,200 dele­ 
gates attending the Indiana con­ 
ference the major trend in voca­ 
tional education is a movement 
from individual skills to a more 
total career development. 


By ANDY LANG 
AP Newsfeatures 
Setting a wooden post into the 
ground is a minor do-it-yourself 
project that every home owner 
has to tackle sooner or later. 
While the post sometimes is 
hammered into the soil, it will 
remain secure indefinitely only 
if it is set into concrete. 
The depth to which the post 
will he buried depends on the 
height of the post and the pur­ 
pose for which it is to be used. 
The higher the post and the 
heavier the weight it will sup­ 
port, the deeper it should be 
sunk into the ground. The fig­ 
ures given here apply to a 4 by 
4 post, since that is the most 
commonly used size, especially 
in the installation of a fence. 
The hole should be at least 2 
feet deep and about 8 inches in 
diameter. It should be slightly 
wider at the bottom than at the 
top. The first step is to place 
from 4 to 6 inches of gravel 
into the hole. Pour several 
inches of a concrete mix over 
that, then set the post in place 
immediately. Use any sort of 
home-made brace to keep it ab­ 
solutely vertical. The remain­ 
der of the concrete mix is then 
poured around the post, filling 
the hole completely and extend- 


Grant Received 
For New State 
Police Building 
INDIANAPOLIS (AP) — A 
grant from the Indiana Criminal 
Justice Planning Agency for 
$150,000 has been received by 
the Indiana State Police for pre­ 
liminary work on their new 
headquarters building east of 
here near Interstate 70. 
It is the first money provided 
for the establishment of a new 
headquarters and four new area 
headquarters for the state po­ 
lice, according to Richard Hase- 
man, Indiana State Police coor­ 
dinator for criminal justice plan­ 
ning. 
Another grant was announced 
today by the agency for the In­ 
dianapolis Police Department. 
It 
provides 
$197,750 
for 
a program focused on im­ 
proved methods of delinquency 
prevention and detection. It will 
begin with the addition of 18 
patrolmen 
to 
the 
juvenile 
branch, an agency spokesman 
said. 
Australia To 
Remove troops 
CANBERRA, Australia (AP; 
— Australia and New Zealand 
announced today that they will 
withdraw all of their combat 
troops from Vietnam, most of 
them by the end of the year. 
P r i m e Minister William 
McMahon of Australia said 
most of his country’s fighting 
men will be home by Christ­ 
mas, and shipment of stores 
and equipment will be com­ 
pleted by early 1972. 
In Wellington, Prime Minister 
Sir Keith Holyoake said New 
Zealand’s small combat force 
will be withdrawn by “about 
the end of this year.” 
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Use Your Seat Belts 


BACK T0 SCH00L SALE 
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9 Till 5 
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ing it very slightly above the 
surface. Tamp it down firmly. 
Trowel the area around the 
post so that it slopes the tiniest 
bit, the idea being to prevent 
water from settling there every 
time it rains. Don’t attempt to 
remove any brace until the con­ 
crete has set for a couple of 
days. 
A wood post should be soaked 
in a preservative to prevent 
rotting. Even if you are using a 
type of wood which resists the 
ravages of weather or if you 
plan to paint it later, it still is 
necessary to use the pre­ 
servative on the portion of the 
post that is to be placed in the 
ground. 
A pre- mixed concrete or 
gravel mix, to which only wa­ 
ter needed be added, can be 
used for the post base. If you 
wish to make your own mix­ 
ture, the proportions are one 
part of cement, two parts of 
sand and four parts of gravel. 
In either case, use only as 
much water as necessary to 
make a workable mix, since too 
much water weakens the fin­ 
ished product. 
The principle is the same if 
you are making a clothesline 
post, except that a length of 
pipe is inserted into the ground 
instead of a wooden post. When 
the concrete has hardened, the 
pipe will be set firmly and will 
serve as a sleeve for the 
clothes 
tree. 
The 
concrete 
should be allowed to cure for 
several days before the clothes 
tree is put into service. 
As with all concrete projects, 
the surface should be sprinkled 
with water about twice a day 
for four or five days. This 
procedure delays the evapora­ 
tion of water in the mixture, 
thus producing a more durable 
result. One of the effects of 
neglecting this is a surface that 
later flakes and becomes dusty. 
The drying period can be slow­ 
ed even further by placing wet 
burlap, canvas or straw over 
the concrete, especially if the 
sun hits the area for a few 
hours a day. The covering 
should foe sprinkled period­ 
ically. 
(Handling the repair prob­ 
lems around your house be­ 
comes easier with a copy of 
Andy Lang’s handbook, “Prac­ 
tical Home Repairs,” which 
can be obtained by sending $1 
to this newspaper at Box 5, 
Teaneck, N.J. 07666.) 


By BILL STOCKTON 
Associated Press Writer 
RIVERSIDE, Calif. (AP) — 
Scientists, who say wrong deci­ 
sions in the war on air pollution 
have resulted from poor smog 
chamber design, are building a 
sophisticated new model they 
hope will become standard na­ 
tionwide. 
Since the first smog research 
chamber was built in the early 
1950s, scientists have been di­ 
vided over whether they accu­ 
rately simulate aerial reactions 
between pollutants and sunlight 
that produce smog. 
Some chambe’.s don't, critics 
say, and as a result laws have 
been passed and other measures 
put into effect to control pollu­ 
tion that are unrealistic. 
The problem came into focus 
recently during a study of ma­ 
jor smog chambers around the 
country in which widely varying 
results were obtained 
with 
known amounts of pollutants 
and radiation simulating sun­ 
light. 
“While there was qualitative 
agreement between the cham­ 
bers, there was no quantitative 
agreement at all,” said Dr. 
James Pitts, director of the Uni­ 
versity of California’s air pollu­ 
tion research center. 
A smog chamber usually is a 
box or tube—sometimes as big 
as a man—into which pollutants 
such as automobile exhaust and 
smokestack 
emissions 
are 
placed in measured amounts. 


The mixture is bombarded with 
radiation that simulates sun­ 
light and the subsequent chemi­ 
cal changes measured. 
Pitts and his colleagues de­ 
scribe 
the 
$250,000 facility 
they’re building at the universi­ 
ty’s Riverside campus as the 
most advanced smog chamber 
in the country. 
“What we are trying to build 
is a reference chamber that ev­ 
eryone will agree is a reference 
chamber,” he said. 
There still are many puzzling 
questions about air pollution 
that must be answered in such a 
chamber before more sophisti­ 
cated pollution controls are put 
into use. 
Such answers have been lack­ 
ing in the past when important 
technological, economic and po­ 
litical decisions throughout the 
country were made, Pitts said. 
m 
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“The decisions were made on 
the basis of inadequate data, 
misleading data, although I 
want to say it wasn’t done on 
purpose.” 
The facility at Riverside will 
feature a $30,000 solar light sim­ 
ulator that reproduces the en­ 
tire spectrum of sunlight, not 
just specific bands of radiation. 
Scientists will be able to pump 
air from the chamber, simulat­ 
ing high altitudes where the pol­ 
luting effects of supersonic 
transports can be studied. 
The reference chamber will 
be hooked in tandem with a 
conventional smog chamber so 
results can be compared. Such a 
comparison can help scientists 
correct problem s with other 
conventional chambers. 


ENJOY SOFT WATER 
AT A PRICE YOU CAN AFFORD 
UNKO-MATIC WATER SOFTENER 
Salt Delivery Service 
Dawson Soft Water Service 
We Clean & Service All Makes of Water Softeners 
Phone 932-3171 — Day or Night — R. R. 7 — Hwy. 44 E. 


NOTICE TO TAXPA\ ERS OF TAX LEVIES 


In the matter of determining the tax rate* for certain purposes by Walker Township, before the Township Ad­ 
visory Board, Rush County. Indiana. 
Notice is hereby given the taxpayers of Walker Township, Rush County, Indiana, that the proper officers of 
said township, at their regular meeting place, on the 31st day of August, 1971, will consider the following bud­ 
get: 
TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP FUND 
Pay of Trustee, Rent. Clerical and Travel 
Expense .........................................— 
— $2,455.00 
Books. Stationery, Printing and Advertising — 350.00 
Care of Cemeteries --- 
100.00 
Fire Protection ........................... 
1,000,00 
Other Civile Township Expenses ----------- 475 00 
Total Township Fund .......... 
$4,380 00 


TO WNSHIP POOR RELIEF FUND 
A. Administration 
2. Other Operating Expense* — ...-------...... 
B. Direct Relief 
1. Medical. Hospital and Burial -------------- 
2. Other Direct Relief --------------------------- 
3. Total Direct Relief --------------------------- 
Total Township Poor Relief Fund ------.... 


$ 100 00 


ESTIMATE OF FUNDS TO' BE RAISED 
FUNDS REQUIRED FOR EXPENSE TO DECEMBER Slat OF INCOMING YEAR 
1. Total Budget Estimate for incoming year. Jan 1 to Dec 31, 1972, inclusive 
............ 
2. Necessary Expenditure*, July 1 to Dec. 31, present year, to be made from appropria­ 
tions unexpended — --- 
........... 
5. Total Funds Required 
............................ 
— -------------------------- 
FUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
6. Actual Balance, June 30th of present year -----------*---------------- ---------------------—---------- 
7. Taxes to be collected, present year .................... 
— ------------------------------------------- 
8. Miscellaneous Revenue to be received, July 1 of present year to Dec. 31 of incoming 
year 
9. Total Funds _______________________ 
— 



•••• 



............ 
10. NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st OF INCOM­ 
ING YEAR ___________ ______________________________ ___ __________________________ 
11. Operating Balance ---------- ---------------------------------------------------— — --------------------- 
AMOUNT TO BE RAISED BY TAX LEVY ----------------„------------------------------------------------ 


„. 500.00 
.. 1,200.00 
..$1,700.00 
..$1.800.00 


Township 
Fund 
14,380 00 


2,200 00 
....$0,58000 


... 2.184 00 
1,023,00 


12 


Net Taxable property 
FUNDS 
Township _______ —. 
Total ___________ 


360 00 
... $4,167 00 
$2,413 00 
1, «00.00 
$4,013.00 
PROPOSED LEVIES 
$3,237,155.00 
Levy on 
Property 
....... .$ .13 
.......................$ 13 
COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 
FUNDS 
Township .. 
Total 


Collected 
1968 
$3.442 00 
$3.442 00 


Collected 
1969 
$4.953 00 
$4,953 00 


Collected 
1970 
$3.775.00 
$3,775.00 


Ami. to 
be Raised 
$4,013.00 
$4,013.00 


To Bt 
Collected 
1971 
$3,410.00 
$3,41600 
Taxpayers appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sented to the county auditor not later than two days prior *o the second Monday In September, and the levy fixed 
by the county tax adjustment board., or on their failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the state board of tax commissioners for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the tenth day after publication by the county auditor of tax rates charged, whichever date is later, and the 
state board of tax commissioners will fix a date for hearing in this county. 
Rep.: August 12-19 
Tele. : August 13-20 
OLIN EDWARDS, Trastes 
WALKER TOWNSHIP 


NOTICE TO TAXPAYERS OF TAX LEVIES 
In the matter of determining the tax rates for certain purposes by Orange Township, before the Township Ad­ 
visory Board, Rush County, Indiatia. 
Notice Is hereby given the 'taxpayers of Orange Township. Rush County, Indiana, that the proper officers of 
said township, »t their regular meeting place, 
on the 31st day of August, 1971, will consider the following bud­ 
get: 
TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP POOR RELIEF FUND 
A. Administration 
1. Other Operating Expenses ..............................$ 25.00 
B Direct Relief 
1. Medical. Hospital and Burial -----------— ... 1,200.00 
2. Other Direct Relief ___________________ 975 00 
3. Total Direct Relief ....................... 
$2,175.00 
Total Township Boor Relief Fund ___..........$2,200.00 


TOWNSHIP FUND 
Pay of Trustee, Rent, Clerical and Travel 
Expense ----- 
$1,910.00 
Books, Stationery. Printing and Advertising — 
300.00 
Care of Cemeteries----------- 
*------- 
Fire Protection ------------ 
1,800.00 
Other Civil Township Expenses — ---------------------- 425.00 
Total Township Fund ---------- 
.. 



$4,035:00 
ESTIMATE OF FUNDS TO BE RAISED 


FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING 
YEAR 
1. Total Budget Estimate for incoming year. Jan.. 1 to' Dec. 31, 1972. 
2. Necessary Expenditures, July 1 to Dec. 31, present year, to be made 
from appropriations unexpended ------------------------------------------------— 
5. Total Funds Required ..... 


Township 
Fund 


14,035 00 
... 3,000.00 
..$7,035.00 
FUNDS ON HAND AND TO BE RECEVIEB FROM SOURCES' OTHER 
THAN PROPOSED TAX LEVY 
6. Actual Balance, June 30th of present year — -------------------------------- 
7. Taxes to be collected, present year 
8. Miscellaneous Revenue to be received, July 1 of present year to Dec. 
31 of incoming year 
a. Special Taxes _______— -------------------........— --------- 
—-------- 
9. Total Funds _____ .......---------- 
—------- 
10. NET AMOUNT REQUIRED TO BE RAIDED FOR EXPENSE TO DEC. 
31st OF INCOMING YEAR________________________________________ 
11. Operating Balance ........ 
, „ 
--------------- ------—— — 
..... - 


.... 3,301.00 
1,846.00' 


.... 24000 
.$5 387.00 
$2.248.00 
1,400.00 
12. AMOUNT TO BE RAISED BY TAX LEVY _------ ------------------------ 
PROPOSED LEVIES 
Net Taxable property ......___________________ $3.049,835.00 
FUNDS 
T ot^’^ z z i i i z z z z i z i z z z z i z z z z z z z z z z z ---------- 


Levy on 
Property 
$ .12 


$ 12 
COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


FUNDS 
Township . 
Special School 
Total __ 


Collected 
1968 
t 4.449.00 
55.536 00 
$60.030 00 


Collected 
1969 
$3.918 00 
$3.918.00 


Collected 
1970 
$3,775.00' 
$3,775.00 


$3,048.00 


Ami. to 
Be Raised 
$3,648 00 
$3,648.00 


To Be 
Collected 
1971 
$3,913.00 
$3,913.00 
1 pre­ 
sented to the county auditor not later than two days prior to' the second Monday in September, and. the levy fixed 
by the county tax adjustment board, or on their failure so to do, by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the state board of tax commissioners for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the tenth day after publication by the county auditor of tax rates charged, whichever dats is later, and the 
state board of tax commissioners will, fix a date for hearing in this county... 
Rep. August 12-19 
WILLIAM H. TALBERT, Trustee 
Tele.: August 13-20 
ORANGE TOWNSHIP 


NOTICE TO TAXPAYERS OF TAX LEVIES 
In the matter of determining the tax rates for certain purposes by Posey Township, before the Township Ad­ 
visory Board, Rush County, Indiana.. 
Notice is hereby given the taxpayers of Posey Township. Rush County, Indiana, that the proper officers of said 
township, at their regular meeting place, on the 31st day of August, 1971, will consider the following budget: 
TOWNSHIP BUDGET CLASSIFICATION 
TOWNSHIP FUND 
Pay of Trustee. Rent, Clerical and Travel 
Expenses 
— _____.$1,790.06 
Books, Stationery. Printing and Advertising J — 400.00 
Care of Cemeteries ---- 
500 00 
Fire Protection ............... 
— 



4.000 00 
Other Civil Township Expenses ....-------------------- 450.00 
Total Township Fund ---- 
$7,140:00 


TO W NSHIP POOR RELIEF .FUN D 
A. Administration 
2. Other Operating Expenses __________________ 50.00 
B. Direct Relief 
1. Medical, Hospital and Burial 
_____ 1,250.00 
2. Other Direct Relief _________ 
...____ 1.100.00 
3 Total Direct Relief ................. 
.$2,350.00 
Total Township Poor Relief Fund __ 
$2,400.00 
ESTIMATE OF FUNDS TO BE RAISED 
FUNDS REQUIRED FOR EXPENSES TO DECEMBER 31st OF INCOMING YEAR 
I Total Budget Estimate for incoming year. Jan. I to Dec. 31, 1972. inclusive --------------„ 
2. Necessary Expenditures, July 1 to Dec. 31. present year, to be made from appropria­ 
tions unexpended — ---------------- 
~------------------- 
5. Total Funds Required ....................................................— ...............—..................--------------------- 
FUNDS ON HAND AND TO BE RECEIVED FROM SOURCES OTHER THAN PROPOSED 
TAX LEVY 
6 Actual Balance. June 30th of present year --------------------------------------------------------------- 
7. Taxes to be collected, present year ...------------------------------------------------------------------------ 
8. Miscellaneous Revenue to be receved. July 1 of present year to Dec. 31 of incoming 
year 
* 
Total Funds 


Township 
Fund 
$ 7,140:00 
... 3.500 00 
$10.640.60 


9. 
10. 
11. 
12. 


NET AMOUNT REQUIRED TO BE RAISED FOR EXPENSE TO DEC. 31st OF INCOM­ 
ING YEAR ........... 
— -------------------------------------------------------------------------------------- 
Operating Balance ....................... 
AMOUNT TO BE RAISED BY TAX LEVY 
Net Taxable property 
FUNDS 
Township 
Total 


PROPOSED LEVIES 
$3,764,550 00 
Levy on 
Property 
$ .18 
$ .18 


4,078.00 
.... 2,189.00 


324.00 
A 6,591 00 
$ 4.049 00 
2.500 00 
$ 6,549.00' 


Amt. to 
Be Raised 
86.549.00 
86,549 00 
COMPARATIVE STATEMENT OF TAXES COLLECTED AND TO BE COLLECTED 


Township _______ 
Total .......... 


To Be 
Collected 
1971 
$4,473.37 
$4,473 37 


FUNDS 
Collected 
Collected 
Collected 
1968 
1969 
1970 
*9.180 00 
$5.747 06 
$4,652 75 
$9.180 00 
$5,747.00 
$4.652.75 
Taxpayers appearing shall have a right to be heard thereon. After the tax levies have been determined and pre­ 
sented to the county auditor not later than two day's prior to the second Monday in September, and the levy fixed 
by the county tax adjustment board, or on their failure so to do. by the county auditor, ten or more taxpayers feel­ 
ing themselves aggrieved by such levies, may appeal to the stale board of tax commissioner for further and final 
hearing thereon by filing a petition with the county auditor on or before the fourth Monday of September or on or 
before the tenth day after publication by the county auditor of tax rates charged, whichever date Is later, and the 
state board of tax commissioners will fix a date for hearing in this county. 
MERLE KEMPLE, Trustee' 
Rep.: August 12-19 
Tele.: August 13-20 
POSEY TOWNSHIP 
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CLASSIFIED RATES 
6 Cents a Word — First Inser­ 
tion. 
4 Cents a Word — Subsequent 
Insertions, Minimum 50 Cents. 
Minimum I Time — $1.25 
Minimum 2 Times — $1.75 
Minimum 3 Times — $2.25 
(Classified ads set In bold face 
will be charged at double above 
rates.) 
25c CASH DISCOUNT if paid 
within 10 days of last insertion. 


CARD OF THANKS 
IN MEMORIAMS 
§ Cents Per Word (Minimum 
$1.75.) 


SERVICE DIRECTORY 
15 Words or Less $13 Per 
Month. 75c for each additional 
word. 


CLASSIFIED DISPLAY 
First Insertion 
_______$1 40 
8econd Insertion __________.$1.20 
Subsequent Insertions ____ $1.00 
(All classified display will be 
set In light face type.) 


DEADLINES 
FOR CLASSIFIEDS 
4:00 P.M. .Day Preceding Publi­ 
cation; 12:00 noon, Saturday. 


For Rent 


FIVE 
ROOM 
FURNISHED 
apartment. Phone 932-2346. 
3 ROOMS AND BATH UP- 
stairs apartment. Gas for 
cooking and water furnished. 
Phone 938-3495. 
TWO BEDROOM HOMeT cOM- 
pietely redecorated, carpet­ 
ing, all electric kitchen, garage. 
Two bedroom home, completely 
redecorated, carpeting. Phone 
932-2502. 
FOUR ROOMS AND BATH, 
walk-in closet, wall to wall 
carpet, all utilities furnished. 
No children, no pets. Phone 932- 
4547. 
TWO BEDROOM FURNISHED 
modern apartment. 
Living 
room, kitchen — carpeting, 
washer and dryer. Adults only. 
References 
required. 
Phone 
938-1133. 


J 
Camping Equipment 


FULL TYPE TENT CAMPER* 
sleeps six, carpeted, two ac­ 
cessory compartments. Very 
good condition. Must see. Phone 
932-4433, 1134 Waggoner after 4 
p.m. 
Insurance 


Insuring Farm Property 
RUSH COUNTY 
FARMER’S MUTUAL 
. INSURANCE ASSN. 
Margaret Mullins 
Sec. - Treas. 
Farmers’ Insurance Bldg. 
Phone 932-2875 
Since 1875 


Notice 


TtfEAT RUGS RIGHT, THEY- 
’11 be a delight if cleaned with 
Blue Lustre. Rent electric sham- 
pooer $1. DePrez-Scott Com­ 
pany. 
TURKEY SUPPER - OCTOB- 
er 14 — Milroy United Metho­ 
dist Church — sponsored by 
W.S.C.S. 
GET READY FOR WINTER — 
Jim Daugherty oil burner 
cleaning and servicing. Phone 
763-5707. 
NEARLY NEW SHOP, MAIN 
Street, Milroy — open Fri­ 
days, 5 p.m. to 7 p.m.; Satur­ 
days, 9:15 a.m.. to 11:30 a.m. 
Sidewalk Sale this week-end. 
ALCOHOLICS ANONYMOUS — 
Phone 932-2004 or 932-2173. 
Gravel 


GRAVEL, FILL DIRT, TOP 
soil, crushed stone, rock. 
Phone 663-2276 or 932-2581, KEN­ 
NEDY BROTHERS GRAVEL 
SALES, Arlington. 


Painting & Decorating 


IS FALL IN THE AIR ? IT 
won’t be long until cold 
weather is with us again and 
will the exterior of your home 
be ready? If you have your 
doubts, we at the Carter Lan- 
ning Paint Store would be 
happy to help you in any way 
possible. We have reasonable 
prices and many colors to se­ 
lect from. 
Auto Sales 


1967 CHEVROLET GOOD CON- 
dition. Robert Herrin, Hom­ 
er. on High w ay 44. Phone 663- 
2629. 
FOR SALE — 1970 VOLKS- 
wagen, white sidewalls, radio. 
Excellent condition. Reasonable. 
Phone 932-2473 after 4 p.m. 
1971 CHALLENGER RT, 440, 
six pack, four speed, black. 
Phone Mays 645-5253. 
1970 EL CAMINO WITH SIDE 
pipes, 
wdde 
oval 
tires, 
$2800.00. Phone 932-4533. 
1968 CHEVY IM PALA, TWO 
door, hardtop, power, auto­ 
matic, factory air, reasonable. 
See at Sadler Shell or phone 
932-4227. 
1964 IM PALA, TWO DOOR, 
black, $150. Phone 663-2584. 
1970 GREMLIN — GOOD CON- 
dition. Phone after 6 pm , 
932-2601. 


Help Wanted 


Learn IBM 
In Richmond, Ind. 
Women 
KEY PUNCH AND 
COMPUTER OPERATION 
6-week courses 
Day or Evening 
Earn $3.00 to $5.00 per hour 
MEN-WOMEN 
COMPUTER PROGRAMMING 
Earn $9.200 to start, $12,500 
within 3 years. Classes now 
being formed for August and 
September. 
Free Placement Service 
Low Monthly Tuition Payments 
Call 966-5125 — 9 A.M. to 9 P.M. 
DATA TRAINING CORP. 
1810 Williamsburg Pike 
Located Across from Alcoa 
“Deal with a company that is 
actually in the Data Proces­ 
sing Business.” 
BEAUTICAN. PHONE MAMIL- 
la, 544-2335. 
BRICK MASONS. PHONE 317- 
924-1221, Ralph Everroad. 
DEPENDABLE BABYSITTER 
for one year old child, in my 
home, five days per week. Ref­ 
erences required 
3097 after 4 p.m. 
Phone 932- 


1962 FORD GALAXIE, RUNS 
good, 
inspected. 
$150.00. 
Phone 932-4233, 
THE PRICE IS RIGHT! 
’64 Ford 
’63 Chevy 
’63 Mercury 
We have others. 
r and b s a le s 
South on 3 at Wise’s 
Camper Sales 


WANTED IMMED I A T E L Y, 
man or woman to supply con­ 
sumers with Rawleigh House­ 
hold Products. Can earn $50 
weekly part time. Write giving 
phone No.: Ray Harris, Raw­ 
leigh Co., Freeport, 111. or call 
815/232-4161 from 8 to 4:30. 
ADULT FOR NEWS AND Re­ 
publican motor route* hours 
3:30 to 5:00 p.m. Phone Mr- Mc- 
Michael between 1 and 6 p.m., 
932-2222. 
____ 
GIRL TO WORK WEEKENDS. 
Phone 932-9062, Ole Country 
Kitchen. 
EXPERIENCED 
D E I S E L 
dump truck driver. Please do 
not apply if not experienced. 
No phone calls accepted. Apply 
in person only to Marjorie or 
Omer Vakoc at 1145 W. Third. 
FARM HELP DURING GRAIN 
harvest. Phone 565-2965, Car­ 
thage. 
_____________ 
WANTED — MARRIED FARM 
hand, experienced, give ref­ 
erences. Hog and beef farming. 
Phone 629-2194.________________ 
RELIABLE LADY TO STAY 
with semi-invalid, 8-5 Monday 
through Friday. Phone 932-4186 
from 8-5 and 932-3378 from 7-9 
p.m. 
______________ _ 
Sundries 


LOVE STICKS AND L O V E- 
stick Glosses leave your lips 
fresh, moist, and shiny, soft 
and sheer. By Menley and 
James. Only $1.50 at the Rush­ 
ville Pharmacy. 


WHO DOES IT ? 
SERVICE DIRECTORY 
These Advertisers Are Ready To Serve You. 


A U C T IO N 


AUCTION EVERY FRIDAY 
night at Orange. Will pick­ 
up merchandise. Also home 
auctions. Ernest Creech, 679- 
5503 or 932-2453. 


C h a i n S a w s 


D o o r s 


HOMELITE CHAIN S AWS 
and something new, a 
Homelite riding Tawnmower. 
Ping Welding, Milroy, Indi­ 
ana. 


OVERHEAD DOORS. ELEC- 
tric operators, radio con­ 
trols, residential or commer­ 
cial. Connersville Door Com­ 
pany, phone 825-1511. 


DRY CLEANING 


STEVENS BROTHERS DRY 
Cleaners. West First St. 
% mile from Courthouse. 
Save — Cash N* Carry. 


IN S U R A N C E 


LIFE, HOSPITAL, AUTO, 
fire for home and farm. 
Schroeder Insurance Agency. 
Phone 932-2160 or 932-3412. 


LO A D ER S 
IDERS ON OR OFF 35 
sconds. Packers, mulch- 
, wheel disc, graders, 
des, sprayers. Ping Weld- 


RO O FING 
SHINGLES OR BUILT-UP 
roofing installed or sold 
cash and carry. Long length 
guttering, 
lightning 
rods, 
Bogg’s Roofing & S h e e t 
Metal, Vi mile west on 52, 
932-3537. 
ROOFING — INSTALLED — 
free estimate. All w?ork 
guaranteed. Phone 932-4562 
or 932-3741. 
_____________ 
ROOFING — FREE ESTI- 
mates — all work guaran­ 
teed. Phone 679-5394. 


T r a c t o r T i r e 


S E R V IC E 


H o m e 


I m p r o v e m e n t 


MISCELLANEOUS 
CAR- 
pentry, roofing, and con­ 
crete work. 629 N. Jackson. 
Phone 932 4304. 


M O N U M E N T S 


MONUMENTS AND MARK- 
ers from Rock of Ages 
quarries. Cemetery lettering. 
Wearly Monuments. 528 West 
1st. Louis Owens, 932-3489. 


P A IN T IN G 


CURTIS O. HOLLAND - 
painting and dry wall tex­ 
ture; brush or spray. 121 
East 6th, phone 9324515. 
PAINTING AND DECOR- 
ating. 
Free 
estimates. 
Phone 932-3389. 


P O W E R M O W E R S 


SNAPPER COMET MOW- 
ers. Briggs — Tecumseh — 
Kohler — Wisconsin — and 
Lawn Boy Parts. Robbins 
Radiator Shop, 932-3416. 


S h r u b a n d T r e e 
T r i m m i n g 


TREE AND SHRUBBERY 
trimming, etc. Local man 
at local prices, references. 
Edward. Fribble, phone 932- 
3216. 


T A P E P L A Y E R S 


C A R P E T C L E A N IN G 
CARPET DRY CLEANING— 
in your home. No water. 
Removes stains and soil. Bob 
Winkler, 932-2668. 


CONTRACTING 


FARM D R A I N A G E — 
George Riggs — phone 932- 
2677. 
BONDED BUILDERS — IN- 
diana’s Largest Garage 
Builders. Free estimates, no 
money down. Phone collect,, 
Indianapolis, 783-1575. 
JAMES L. CRAIG — GEN- 
eral contracting; commer­ 
cial, residential, building, re­ 
modeling, repair; concrete: 
carpentry. Free estimates. 
Phone 932-4491._____________ 
D. O. CORN, G E N E R A L 
contracting, Ind u s t r i a 1 
com m e r e ial, residential 
building. Phone 932-2439. 
HARRY L. ROBBINS, GEN- 
eral contracting; commer­ 
cial, residential, building, re­ 
modeling, repair; roofing, 
siding, carpentry. Free esti­ 
mates. Phone 932-2348. 


F A R M R E A L 


ES T A T E L O A N S 


FEDERAL LAND BANK As­ 
sociation. William F. Smith, 
Manager. 133 West First 
Phone 932-2237. 


P h o t o g r a p h y 


ON THE FARM TRACTOR 
tire service. Phone 932-3931 
for quick service. Copple s 
Firestone. 


STpREO CAR T R I D G E S 
for home and auto. Eight 
'track cartridge tapes $3:95 
and $5.95. See them now' at 
Curtis Brothers where the 
selection is best 


PORTRAITS. WEDD1 N G S, 
commercial. John S. Green, 
138 West 2nd, phone 932-2359. 
DON’T 
BE LEFT 
OUT 
THAT IS. OUT OF 
OUR BUSINESS 
DIRECTORY 
List your business In this Serv­ 
ice Directory every day for 
only— $13 Monthly 
(For 15 Words or Less) 
For Further Information 
PHONE 982-2222 


MR. TWEEDY 
by Ned Riddle 
Capa. "11 G*wi f<«nniM«i < 
1*8 IS . Fat. Off. 


A*'*" 
• Wl 'n 
•* * 
SPEED 
RADAR 
CONTROLLED 


j * 
«V 
I ¡ ,'t 
* 
1|V*\ 
{,o I 
job» fftooie 
‘Zoom around it. Those people don't have the 
authority to give you a ticket 


For Sale 


APPLES 
BOGUES ORCHARD 
One Mile Southwest of Spiceland 
Open 7-6, Sunday 1-6. 


FACTORY REJECT KITCHEN 
cabinets, four different wood 
finishes. Bathroom; lavinette. 
Phone after 6 p.m. 645-5580. 


For Sale 


FALL SPECIAL — $14.95 - 
furnace cleaning. Gas, oil, or 
coal. Complete. A-I Heating and 
Air Conditioning. Phone collect, 
925-3581. 


STORE HOURS — MONDAY 
thru Saturday, 8:30 a.m. to 
6:00 p.m.; closed Sunday. Hit- 
tle’s- • 
HOUSEHOLD SALeT WAITES 
Addition. 
327 
CHEVROLET 
ENGINE 
with 
auto. 
transmission. 
Phone 938-1652. 


EICKHOFF 
T omatoes 


Fresh At The 
FARM 
1 Mile East of 
Carthage 
on Log Street 
Watch For Signs 


TAKE OVER PAYMENTS — 7 
HP Wheel Horse tractor, elec­ 
tric starter and attachments,. 
Copple’s Firestone. 
SILVER TEA SERVICE, FLAT 
ware to match, like new. 40 
old hooks; school, children’s, 
documentary, and old Bible. Set 
of 
dishes, 
glasses. 
Corner 
cabinet. Paintings. And odd gift- 
ware. Phone 992-2880. 
FOR SALE — NO. 30 JOHN 
Deere Combine. 
Excellent 
condition. 
large 
scourglean. 
Tom Halterman, R. 4 — Phone 
9.38-3060 or Newton Halterman, 
R. 4 — Phone 938-2817. 
STAUFFER REDUCING MA- 
chine, good condition. Phone 
932-3729. 
SEWING MACHINE 
BRAND NEW 1971 MODEL 
does all fancy work even 
writes names, Simply turn 
lever and sew. Price reduced 
to $28.00 cash price because of 
small scratches in shipping or 
terms available. Call 932-4404. 


Real Estate 


COUNTRY LIVING 
3 Acres & home it barn or 13 
acres. This is a nice place- 
450 South. 700 East. Rush 
County. Call for details. 
SUBURBAN 
Home and 8 acres on Highway 
52. 3 Miles west of Arlington. 
Better look at this. 
711 NORTH PERKINS ST 
Lovely 3 bedroom home. Good 
location. You must see this 
home inside. Very nice. 
EMCO REALTY INC. 
127 West 3rd St, 
932-3925 


JAMES D. LOWER 
BROKER 


405 North Main Street 
932-2641 


WILLIAMSON AND 
WAITE INC. 


221 West 2nd 
9324137 


SEVEN ROOM HOME, 1*4» 
baths, full basement. 1214 N. 
Morgan. Phone for appointment. 
Phone 932-4511. 


DONALD L. RENEGAR 
BROKER 
105 East Third Street 
932 2774 
932-2842 


WELDON SMILEY 
Realty 


Phone 932-2300 


FOR SALE - NINE ROOM 
house on corner lot, zoned for 
business in Greenfield. Good 
location. New Palestine, phone 
8614330. 


HAVE YOU EVER 
DREAMED 
IN COLOR 
Now you can with 
COLONY complete 
Paint Department 


“ j * H 
. 
HARDWARE 


Come In — 
Pick-Up Free 
Color Cards 


REPOSSESSED 
1071 SINGER 
Excellent condition. Beautiful 
dark 
band 
rubbed 
cabinet. 
Equipped to zig-zag. make de­ 
signs, 
applique, 
monogram, 
mend and darn, sew backward 
and forward, over pins, blind 
hem skirts, and so on. Regular 
over $150 00 Full balance only 
$5140 Guaranteed. Easy terms. 
Call 938-3905. 
VACUUM CLEANER 
1971 model complete with at­ 
tachments and shampooer. 
Slight paint damage. Reduced 
to $17.95. Phone 932-4358. 
hhVVING MACHINE 
1971 model, used two months, 
makes button holes, sews on 
buttons, over casts and a vari­ 
ety of fancy stitches. Will self 
for $26.95 cash or terms avail* 
able- Trade-in c o n s i d e r e d . 
Phone 348 2858 
VACUUM CLEANER 
PAINT DAMAGED VACUUM 
cleaners still in factory car­ 
tons complete with all 7 clean­ 
ing tools. Reduced to $16.50 
cash price or terms available. 
Call 932-4404. 


DON CARPENTER 
SUCCESS IS CALLING 
CARPENTER 
REAL ESTATE 
Two lots with lovely five 
room home which features: 
wall to wall carpet in living 
room and dining room, en­ 
closed porch off one bedroom, 
enclosed porch off living 
living room, full basement, 
oil forced air heat, and 
garage. 
Three lots — 75x290, at edge 
of Rushville. 
One lot on Orange Pike. 
Nine 
lots, 
approximately 
150x195 except one which is 
pie-shaped. 
416 West 1st with large living 
room dining room, two bed­ 
rooms, bath, large kitchen, 
full basement with gas forced 
air furnace, extra large two 
car garage. Would consider 
trade for smaller home. 
DON CARPENTER, 
REALTOR 
Representative!: Floyd Paugh, 
Hollis Fulton. Mary Swain,, 
Walter Swain. 
Phone 932 2826 or 932 2317. 
^ ’SIDEWALK SALE! 
IF THE WEATHER IS BAD, IT WILL BE HELD INSIDE. 
RED HOT AUGUST BUYS 


THREE PIECE 
TWO PIECE 
HEAVY DUTY FABRIC 
KORTH 
LIVING ROOM 
MATCHING 
f 
BEDROOM 
SUITES 
SOFA BED 
SUITE 
UNBELIEVABLE LOW 
& CHAIR 


ONLY $119.95 
Pr.cc of $149.00 
ONLY $139.95 


Kroehler Traditional Style 
S OF A 
A Beautiful Cover — Also Discontinued 
Reg. $319.95 
GOING FOR AN UNBELIEVABLE 
$199.00 


Kroehler Early American 
S OF A 
Discontinued — Reg. $299.95 


REDUCED TO 
$244.00 


THREE PIECE 
TABLE 
GROUPS 


ONLY $29.95 


International-Colonial 
SOFA 
DISCONTINUED - 
REG. $299.95 
$244.00 


RECLINING 
CHAIRS 
CUT DOWN TO 
$74.00 


LARGE SELECTION 
PORCH SW INGS.................$19.95 


You Must Shop Taff’s For Our Fantastic 
Bargains. We Buy In Large Quantities To Save 
You Money. Be Smart, Buy At Taff s. 
TAFFS ECONOMY STORE 
“Home Of Low Prices” 
- 
Next To Princess-Theater 


Real Estate 


T a l k T o T o m 
Tom Mattox, Realtor 
123 East First Street 
932-2444 932-2444 932-2444 


FOSTER HEIGHTS ROAD — 
Bedford Stone Ranch Style 
home on 2*^ acres. Three or 
four bedrooms, large livin. 
room, dining area, panele 
breezeway, paneled finished 
basement, 2 car garage with 
electric doors. Phone 932-2448. 


SIMEON STEWART 
FARM 


230 Acres. Sec. 26 T. 13 N. R. 
9-10 E. Rushville Township. 
App. 165 tillable. Make a fine 
all around farm. South west 
of Rushville. Call for details. 
EMCO REALTY INC. 
127 West 3rd St. 
932-3925 


Rummage & Bake 


GARAGE SALE — 816 
N. 
Oliver — clothing and misc. 
articles. Cheap! 
GARAGE 
SALE - GOOD 
dean 
clothing, 
all 
sizes. 
Thursday noon till Saturday 
noon. Corner of 8th and Perkins. 
RUMMAGE SALE — 338 EAST 
10th St. Friday and Saturday, 
10 to 5. 
YARD SALE — FRIDAY, AU 
gust 20th, 9 to ? Clothing and 
misc. items. 1963 Falcon con­ 
vertible, 289 engine; Kodak slide 
projector 
ana 
screen; 
gas 
range, 1021 N. Oliver. 
GARAGE S A L E - O N E , DAY 
only. Friday. August 20. 8 
A.M. - 8 P.M. Every thing goes! 
819 N. Jackson. 


PORCH SALE-212 W. THIRD. 
Thurs., Fri., Sat. 9:00 to ? 
Horses — Ponies 


REGISTERED APPAL O OS A 
mare, bred also registered 
weaning colt. Phone 679-5571. 


•Musical Instruments 


KER-WOOD MUSIC, GREENS 
burg, Indiana phone 662-9842. 
We are now selling our Bald­ 
win and Wurtitxer fair demon­ 
strator pianos 
and 
organ. 
Prices start as low' as $499. 


Situation Wanted 


BABY-SITTING IN MY HOME, 
days. 
Experienced. 
Phone 
932-2816. 
Wanted to Rent 


WANTED - UNFURNISHED 
two or three rooms, heat fur­ 
nished. Phone 938-2503. 
Wanted to Buy 


ONE ROW PULL TYPE CORN 
picker. Bill Crum, R. R. 1, 
Sun man, Indiana. 
Trucks 


1968 GMC PICK-UP, EIGHT 
foot bed, 24,000 miles. Phone 
932-3841 after 4 p.m. 


PEG 
AKERS AND 
RUTH 
Lanam. Porch Sale-Back to 
school clothes. 
Friday and 
Saturday. IVi* miles East on 44 
and Vi mile right at Conserva­ 
tion Club. 
PORCH SALE — 829 NORTH 
Willow — Friday and Satur­ 
day. 
GARAGE SALE 
Man’s suit, 40-42; boy’s suit 
and sport coat; five sets, 
white medic shirts and pants, 
size 40; three white medic 
jackets, size 15*4; three men’s 
American Legion shirts, two 
white, one blue, size 15V4; one 
lot of Avon bottles; one white 
full size bed: one lot of dishes; 
children's clothing and shoes; 
ladies’ clothing and shoes; 
men’s clothing; jewelry; purs­ 
es; materity clothes; two 
charcoal grills, one large, 
one small; and other articles 
too numerous to mention. 


Miscellaneous 


SOUP’S ON, THE RUG THAT 
la, dean with Blue Lustre. 
Rent electric' shampooer $1. 
Danners. 
Livestock 


STOCKER 
AND 
FEEDER 
Cattle, Clark and Bob Metcalf, 
R. R. 5, Conner sville (Everton), 
825-7244._______________________ 
Upholstery 


you” furnísJT the COVER, 
we do the work or will dis­ 
count fabric up to 50%. Phone 
932-2500 after 3 p.m. 
Lost & Found 
LOST 
P A IR OF B LACK 
rimmed prescription glasses 
between 2nd and 8th streets. 
220 West 9th. 
Repair Service 
REPAIR FOR ALL ELECTRIC 
shavers. We carry a complete 
line of electric shavers. Will 
trade. Abercrombie Jewelers. 


Starts Saturday 
11 to 5 
REAR OF 319 NORTH 
PERKINS 


RUMMAGE SALE — TUES- 
day - Saturday, 1-7, R R. 1, 
Waites Addition. Women’s and 
children's clothes, 


Wanted 
THIS SPOT THAT “SPOT, 
traffic paths too, removed 
with Blue Lustre carpet sham­ 
poo. Hook Drugs 
INSIDE PAINTIÑgTcALL 932 
4472. 
Motorcycles 
1965 U B 305 HONDA7$275.(Xh 
Phone 629-2665. 
B.S. 90 LIKE NEW — 390 
actuát miles. See at 226 N, 
Julian St. or phone 932-2242 
after 4:30 P.M. Can be bought 
cheap! 
1971 RUPP M I N I - B I K E , 
three months old. Phone M. 
R. Hunsinger, 629 2286. 


Send Them Back 
To School In 
Clothes That Are 


SPARKLING 
C L E A N 


Gross’s Cleaners 
FREE DELIVERY 
117 E. 3rd 
Ph. 932-3484 


TUNE-UP TIME FOR YOUR 
ELECTRIC SHAVER 
ANY MAKE: N0RELC0 
SUNBEAM — SCHICK 
REMINGTON 
R0NS0N 


FRIDAY, AUGUST 20 
10:00 A.M. until 8:00 P.M. 
PLUS PARTS 


IF 
NEEDED 
FOR $ 
ONLY 
ABERCROMBIE JEWELERS 
233 NcrHi Mail 
i 
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Pcggs-Moore M arriage Read 


Mari jean Moore and Charles 
A. Peggs, Jr., were married 
Saturday evening at seven thirty 
o’clock in the Springhill United 
Presbyterian Church. 
Mr. 
and 
Mrs. 
Robert 
D. 
Moore, R. R. 1, are the parents 
of the bride. 
Mr. 
and 
Mrs. 
Charles A. Peggs, R. R. 6, are 
the groom’s parents. 
The windows of the sanctuary 
were decorated with slim Swed­ 
ish colored candles which cen­ 
tered a floral wreath surrounded 
by greenery. The white wrought 
iron archway, decorated with 
orchid carnations and greenery 
was centered below the Celtic 
designed black walnut cross. On 
each side of the archway was a 
basket of orchid gladioli and 
baby blue tinted daisies. Two 
seven branch white wrought iron 
candelabras accented the scene. 
The Rev. Stanley Ray, pastor of 
the Presbyterian Church, New- 
ville, Pennsylvania, officiated at 
the double-ring ceremony. 
Miss Sarah Eddie man, organ­ 
ist, played “Uo Other Love,” 
“The Hawaiian Wedding Song,” 
“I Talked to the Trees,” “ More” 
“A Dream,” “One Hand, One 
Heart,” 
“Because,” 
“I 
Love 
Thee.” As Mrs. Moore and Mrs. 
Peggs were ushered to their re­ 
spective seats, Harvey Peggs, 
brother of the groom, 
sang, 
“Jean.” “The Lord’s Prayer,” 
was sung by Mr. Peggs during 
the ceremony. The tradition il 
wedding music was used for the 
processional and recessional. 
The bride escorted into the 
sanctuary by her father and 
given in marriage by her moth­ 
er and father, chose a floor- 
length gown of Jacquard poly­ 
ester crepe material, fashioned 
with a high collar neckline with 
lace ruche trim. The bodice had 
four columns of ruche lace with 
a sentimental brooch featured 
at the high neckline; the brooch 
was a gift from the bride's ma­ 
ternal grandmother. The skirt 
of the dress met the bodice 
above 
the 
normal 
waistline, 
which was trimmed with tear 
shaped pearls. The gown also 
had short puffed sleeves. There 
was a detachable train at the 
empire waist, edged with white 
imported 
reticella 
lace. 
Her 
three-tier veil was of nylon net 
and 
was 
attached 
to 
nylon 
petals, 
trimmed 
with 
seed 
pearls. She carried a basket of 
tinted daisies and baby’s breath 
in her chosen colors and match­ 
ing long ribbon streamers. 
Mrs. Larry McCamment, ma­ 
tron of honor, and Miss Dorothy 
S. Moore, sister of the bride, 
wore 
identical 
orchid 
dotted 
polyester 
swiss. 
floor-length 
gowns. Miss Roberta J. Moore, 
sister of the bride, and Miss 
Nansi Custer, niece of the bride, 
wore identical baby blue dotted 
polyester 
swiss 
floor-length 
gowns. The gowns had scooped 
necklines and the skirts were 
softly gathered to the bodices 
above 
the 
normal 
waistline, 
with short puffed sleeves. Each 
had a matching velvet ribbon 
with a bow and long streamers 
at the waist. The bridesmaids 
wore southern belle styled hats 
of white crochet viscose rayon. 
They 
alsq 
wore 
chokers 
of 


cameos of the matching ribbon, 
gifts from the bride. The flower 
girl wore a heart necklace, also 
a gift from the bride. Each 
bridesmaid 
carried 
two 
long 
stemmed 
roses 
of 
matching 
color. Nansi carried a small 
basket which had been used in 
ther 
mother’s wedding, 
filled 
with tinted daisies and baby’s 
breath. 
The bridegroom’s attendants 
were George Henry and Denny 
and Larry Peggs, brothers of 
the groom. John R. and Walter 
T. Moore, brothers of the bride, 
were ushers. David and Jim 
Moore, younger brothers of the 
bride, lighted the candelabra. 
The bride’s mother chose a 
dress of orchid polyester knit, 
with 
black 
accessories. 
The 
groom’s mother wore an apricot 
tone polyester knit, in A-line 
fashion, 
accented with rhine­ 
stone buttons, and black acces­ 
sories. They each wore a tinted 
daisy corsage. Mrs. Walter T. 
Moore, 
grandmother 
of 
the 
bride, wore a delicate blue or­ 
ganza dress, trimmed in lace, 
she also had a tinted daisy cor­ 
sage. 


The 
reception 
was 
in 
the 
church social room, decorated in 
the bride’s chosen colors of or­ 
chid and baby blue. The serving 
table was centered with a four 
tier cake, made by Mrs. Rus­ 
sel Myers of Burney. The serv­ 
ers were Mrs. Verlin Custer and 
Mrs. Garri Hosp, sisters of the 
bride, and Miss Debbie Peggs, 
niece of the groom. The girls 
wore daisy tinted corsages and 
were given monogrammed pins 
from the bride. Diretha Younk- 
er, Becky Osting, and Teresa 
Peggs, niece of the groom, as­ 
sisted with, the gift table. These 
girls were given charms, gifts 
from the bride. 
The couple left immediately 
after the reception for Nassau, 
in the Bahamas. The bride wore 
a red, white, and blue knit dress, 
with black accessories. 
Upon 
their return they will reside on 
R. R. 6. 
The 
bride 
graduated 
from 
North Decatur High School and 
attended Indiana State Univers­ 
ity. She was recently employed 
by the Indiana State Highway 
Department at Greenfield. She 
is a member of the Omega Chap­ 
ter of Tri Kappa sorority. 
The groom graduated from 
Mays High School and Purdue 
University, where he was a Pi 
Kappa Phi member. While a stu­ 
dent at Purdue, he was a mem­ 
ber of the Glee Club, touring 
Europe under A1 Stewart’s di­ 
rection. He was formerly em­ 
ployed by the Geigy Chemicals 
for four and a half years, and 
now is engaged in farming. 
Guests 
were 
registered 
by 
Mrs. John R. Moore, sister-in- 
law of the bride. She wore a 
daisy tinted corsage and was 
given a monogram med pin, a 
gift from the bride. 
Guests 
were 
present 
front 
Memphis, 
Tenn., 
Ne w ville, 
Penn., Cincinnati, Ohio, Lexing­ 
ton, Ky., and Richmond, Terre 
Haute, Cross Plains, Indianap­ 
olis, 
Connersville, Shelbyville, 
Anderson, 
Brazil, 
Falmouth, 
Greenfield, St. Paul, Blooming- 


.We Don't Meet P ricei-W e Beal Prices 


Mickey Thompson 


INDY PROFILE 
T ’PFC «'.P—» 
1 . ft E 3 
Price* 
Available in Black 
or W hite Letters 


SAVE 30% on Ü ¡ 
C F? A G A R 
MAGWHFB'S 
R ILEY PARK TIRE 


801 L MAIN ST., GREENFIELD 
.462-1673, 
462-4421 


Buy, Sell, or Trade 


New and Used Guns 


Largest selection of fine quality 


hand guns, rifles, and shot guns 


in Rush ville and Rush County. 


We Also Do Gun Repair 


Houchins Gun & Bait Shop 


333 W. 11TH ST. 


Shag Rugs 
THROW 


AS LOW AS 
RUGS 


*1.955,1 yd 


18x30 — 55c each 


24x36 — $1.10 each 


2,200 FEET OF CARPET 


All First Line — No Seconds or Mill Ends 


Mr. White, front White Mills, Dalton, Georgia, 


The Carpet Capitol of The World, Will Re Here. 


DON'T MISS THIS SALE 


AT 


Rush County Conservation Club 


American Legion Auxiliary 
In 'the absence of Mrs. Harry 
Moore, president Mrs. Gibson 
Ross, Sr., first vice-president, 
presided at the meeting of Rush 
Unit of the American Legion 
Auxiliary 
in the 
Post Home 
Tuesday evening. 
After the opening prayer by 
the chaplain. Mrs. Robert Hin- 
shaw, Mrs. Ross led the group 
in repreating the Pledge of Al­ 
legiance and the Preamble to 
the Constitution. 
After the reading of the min­ 
utes and the treasurer’s report. 
Mrs. Harold Schmall, chairman 
of the auditing committee, gave 
her report which was accepted. 
Mrs. Ace Waters and Mrs. 
Sumner Pond, who attended the 
Department 
Convention 
at 
French Lick, gave interesting 
and enthusiastic reports. Over 
500 women attended the meet­ 
ing with 49 voting delegates at­ 
tending from the 10th District. 
It was announced that Indiana 
won First place in the Central 
Division in Membership. Mrs. 
Pond had the honor of being one 
of the 10th District pages. The 
Foreign Relations Committee of 
each Unit will conduct a study 
of Kenya. East Africa through­ 
out the coming year and money 
for CARE packages will be col­ 
lected. Mrs. Leslie Cortner of 
Knightstown will be the new De­ 
partment president for the com­ 
ing year. The slogan for the 
year will be “The Time is Now.” 
After a prayer for peace the 
meeting was adjourned. Tasty 
refreshments were served by 
the new officers. 


Mays Symposium 
The Mays Symposium Club 
met at the home of Mrs. Joe 
Hod son Tuesday. 
Mrs. Worth Hodson presided 
in the absence of both president 
and vice-president. She opened 
the meeting with those present 
repeating the Creed, followed 
with roll call and minutes of the 
previous meeting by the Secre­ 
tary Mrs. Lowell Atkins, 
Mrs. Warren Gilson furnished 
the responses to the roll call 
which were very interesting. 
Mrs. Lot Newhouse gave the 
program reading several arti­ 
cles including “A Slip of the 
Tongue,” “5-cent Nickle,” “Au 
gust,” and “Hymns Helps Her.” 
She conducted a clever contest 
which was won by Mrs. Ernest 
Gordon and Mrs. Joe Hodson. 
Delicious refreshments were 
served by the hostess. 
The next meeting will be with 
Mrs. Lot Newhouse, September 
14. 


Milroy Work Group 
Several ladies of the United 
Methodist Church in Milroy and 
interested women of the com­ 
munity met at the church Tues­ 
day for a covered dish luncheon 
and a work session. 
During the day comforts were 
tacked and dolls made for the 
Kentucky Mission project. 
Those 
present 
were 
Emily 
Hasty, 
Mabel Ammons, 
June 
Spilman, Helen Kinnett, Sadie 
Lacy, Alice Wiley, Vera Ward- 
rip, Myrtle Root, Virginia Rec­ 
ord. Ethel Pratt. Grace Lawson, 
Mary Jordan, Liza Murphy, Lot­ 
tie Root, Joan Lines and Ethel 
Hungerford. 


Newton Reunion 
The Newton family reunion 
was held Sunday in Iroquois 
Park, in Louisville, Ky., Sun­ 
day. 
Those attending from Rush- 
ville, Arlington and Homer were 
Mr. and Mrs. Clifford Bright, 
Mr. and Mrs. Dewey Smith, Mr. 
and Mrs. 
Rudy Wesling and 
children, 
Steve 
Dean, 
Miss 
Diane Maxwell, Mr. and Mrs. 
David Davis and family, and 
Mr. and Mrs. Darvin Cull and 
family, Columbus. 


Amicitia Club 
The Amicitia Club members 
and their families met at the 
Mays Lions 
Club 
Wednesday 
evening, for a lovely cooperative 
dinner with Mrs. Willaim Mc­ 
Daniel, hostess. 
After a short business session, 
the rest of the evening was in- 
joyed by 16 members and 12 
guests in a social manner. 


To Marry 


Miss Sandra Kay VanSickle 
and Thomas David Matthews 
will be married at 2:30 o’clock 
Saturday afternoon in the Main 
Street Christian Church. 
Mr. and Mrs. William R. V**n- 
Siekle, R. R. 7, and Mr. and 
Mrs. Otho L. Matthews, Indian­ 
apolis, are the parents of the 
couple. 
Friends and relatives are in­ 
vited to attend the wedding. 


YoungAt-Heart 
The 
Young-At-Heart, 
senior 
citizens elub, will have a carry- 
in supper at 6:30 o’clock Tues­ 
day evening in the dining room 
of the Main Street Christian 
Church. Bring a covered dish, 
and own table service, 
Rodney Rogers will give the 
devotions. 


Fisher Re-union 
The Fisher reunion will he 
held Sunday at the Rush County 
Conservation Club building. 
There will be a cooperative 
dinner at noon. All deeendents 
of Benjamin and Laura Cross 
Fisher are invited to attend. 


Bethany Class 
Members of the Bethany Class 
of the First Baptist Church will 
meet 
Saturday 
evening 
at 
7:30 at the home of Mr. and 
Mrs. Maurice Newton, 1178 West 
Market Street. 


British Troops 
Kill Deaf Mute 


BELFAST, Northern Ireland 
(AP) — Criticism of the British 
army’s 
conduct 
in 
Northern 
Ireland mounted today follow­ 
ing the fatal shooting of a deaf 
mute and the arrest of two 
members of the provincial par­ 
liament. 
The army said soldiers shot 
and killed Earn on McDevitt, 28, 
at Strabane Wednesday night 
because he refused to give up a 
pistol. 
They 
said 
they 
dis­ 
covered later that he was a 
deaf mute. Some witnesses said 
McDevitt had no pistol. 
F o l l o w i n g the shooting, 
crowds 
went 
on 
a 
rampage 
through the town 15 miles south 
of Londonderry, burning cars, a 
house and a store and stoning 
the troops. Three persons were 
arrested. 
Soldiers in London­ 
derry arrested John Hume, Ro­ 
man Catholic 
in the Belfast 
parliament, and Ivan Cooper, a 
Protestant 
legislator, 
along 
with others in a crowd that 
tried 
to 
obstruct 
barricade 
clearing operations, the army 
said. 


Cline-Ashley Wedding 


At seven thirty o’clock Satur­ 
day evening Joan Patricia Ash­ 
ley became the bride of Ronnie 
Lee Cline. 
The 
double-ring 
ceremony 
was performed in St. Bridget 
Catholic Church at Liberty by 
Rev. James Barton. Mrs. Carly* 
ton Wooley, organist, played “A 
Time 
for 
Us,” 
“O 
Perfect 
Love,” “The Rosary,” “Some­ 
where My Love,” “Moonlight 
and Roses,” “Theme from Love 
Story, ’ ’ 
*1 Trau m ere i, ” 
* ‘The 
Lord’s Prayer,” “Ave Marie,” 
“On 
This 
Day. 
O 
Beautiful 
Mother,” 
and 
the 
traditional 
wedding marches. 
Mr. and Mrs. Roy Kennedy, 
Arlington, are the parents of the 
groom. 
The bride chose a white satin 
floor-length gown with empire 
bodice, beaded in a lily of the 
valley design, with high neck­ 
line 
and 
long 
bridal 
point 
sleeves. Her veil of illusion was 
fastened to a headpiece match­ 
ing her gown. She carried a 
cascade 
arrangement of 
ste- 
phanotis, 
yellow 
sweetheart 
roses, centered with a yellow 
throated orchid. 
Miss 
Connie 
Blankenbaker, 


Richmond, was maid of honor. 
She wore a floor-length gown of 
yellow whipped 
cream dotted 
swiss with empire waistline, ac­ 
cented with white lace and yel­ 
low' velvet ribbon. Miss Pamela 
Ailuey, sister of the bride, was 
bridesmaid. 
Her 
gown 
was 
identical to the maid of honor, 
in mint green. Each carried a 
long stemmed yellow' rose. 
Fred Fancher, Arlington, was 
best man. Ushers were Dwain 
Dea ringer, 
Muncie, 
Dennis 
Mann, 
Arlington, 
and 
David 
Tuttle,, Rushville. 
A reception followed in the 
American Legion Hall in Liber­ 
ty. Assisting in serving were 
Mrs. Tom Novak and Miss Ar­ 
lene Kennedy. 
Following a wedding trip to 
Florida, the couple will be at 
home at 407 East Washington 
Street, Apt. 7, Shelbyville. 
A graduate of Ball State Uni­ 
versity, the bride is an elemen­ 
tary teacher at Morristown. The 
groom is a technical representa 
tive at NCR, in Indianapolis. 


The 
rehearsal 
dinner 
was 
held at Ruby’s Tea Room, in 
Liberty. 


To Wed 


Mr. and Mrs. Wilbur Holz- 
back, R.R. 2, announce the ap­ 
proaching 
marriage 
of 
their 
daughter. 
Regina, 
to Everett 
Edwards, son of Mr. and Mrs. 
Carney Edwards, R. R 2, Man­ 
chester, Kentucky. 
The wedding will be solemniz­ 
ed at 7:30 p.m. August 28 at the 
Clarksburg 
Christian 
Church. 
Miss Holzback is a 1969 grad­ 
uate of Rushville Consolidated 
Consolidated High School and 
attended Johnson Bible College, 
Knoxville, Tennessee. 
Mr. Edwards is a 1966 grad­ 
uate of Clay County High School 
at Manchester. He is employed 
at Philco Ford Corp., at Con- 
nersville. 


To Wed 


Mr. and Mrs. Thomas Johnson 
R.R. 1, announce the approach- 
ng marriage of their daughter, 
Carol Ann, to Loren C. Beck, 
son of Mr. and Mrs. Clinton 
Beck, R.R. 2. 
The wedding will take place 
Saturday evening, August 28, 
at seven thirty o’clock, in the 
New Salem United Methodist 
Church. The reception will fol­ 
low in the educational building. 
All friends and relatives are 
cordially invited to attend. 


Happy 12 Club 
Members of the Happy 
12 
Card Club met at the home of 
Mrs. Dan Mathews Tuesday eve­ 
ning. 
Prizes were awarded to Mrs. 
Mathews, high: Mrs. Fred Shaw 
low: Mrs. Ralph Fancher. loans. 
Mrs. Shaw will be hostess for 
the September 21 meeting. 


ton, Columbus, Danville, Arling­ 
ton, Lewisville, and Rushville. 


The rehearsal for the wedding 
was Friday night, and the entire 
wedding party was dinner guests 
of Mr. and Mrs. Charles Peggs 
at the Durbiu Hotel. 


Sexton Ladies Aid 
The Sexton Ladies Aid met 
Tuesday evening at the home of 
Mrs. Don Wright, with ten mem 
bers present. 
Mrs. Floyd Thompson presi­ 
dent, called the meeting to order 
and the group sang “In the 
Garden,” follow-ed with prayer 
by 
Mrs. 
Byron 
Smith. 
Mrs. 
Omer Fields gave the devotions 
readng from Matthew for the 
theme “Scattering of the Seed.” 
She closed her thoughts with 
prayer. 
Roll call was answered with 
a verse of scripture pertaining 
to faith. Mrs. Wright read the 
minutes of the last meeting and 
gave the treasurer’s report. 
The Cheer report was given 
by Mrs. Thompson, in the ab­ 
sence of Mrs. Robert Heeb. The 
Mystery fund was. collected by 
Mrs. 
Henry 
Bradley. 
Cards 
were signed for the sick m em ­ 
bers, The meeting closed with 
the group singing “Living for 
Jesus,” 
and 
prayer, 
followed 
with the Lord’s Prayer in uni­ 
son. 
The 
hostess 
conducted 
the 
Ways and Means and refresh­ 
ments were served and a social 
time was enjoyed by those pres­ 
ent. 
The next meeting will be at 
the home of Mrs. Bill Bradburn, 
in Connersville. Everyone is in­ 
vited to attend and take her 
favorite salad for a salad bar. 


Adams Reunion 
The 
Adams 
family reunion 
will be held Sunday in the south­ 
east corner of Memorial Park. 
There will be a cooperative 
meal at the noon hour. Bring 
food, own table service and a 
pint of strong sweetened tea. 


Rainbow for Girls 
Members of the Milroy As­ 
sembly 89 International Order 
of Rainbow for Girls will meet 
at 7 p.m. Monday. 
Those attending are reminded 
to bring gifts for the Cheer box. 


Use Republican Classifieds 


G I G A N T I C 


Rug Sale 


THURS., FRI., SAT. 


AUGUST 19-20-21 


Happiness Is Joy 


Tears are in her eyes as Jacqueline Fowler, 17, takes her 
trophy after being named queen of the Indiana State Fair. 
Miss Fow'ler, a senior at Smithville High School, is a daugh­ 
ter of Mr. and Mrs. Eugene Fowler. 
(U PI Telephoto) 


